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भाग III - खण्ड 1 

PART II - SECTION 1 
उच्च न्यायालयों, नियंत्रक और महालेखापरीक्षक , संघ लोक सेवा आयोग, रेल विभाग और भारत सरकारके संलग्न और प्रवीन 

कार्यालयों द्वारा जारी की गई अधिसूचनाएं 


Notifications issued by the High Courts , the Comptroller and Auditor General, the Union Public 
Service Commission , the Indian Government Railways and by Attached and Subordinate 

Officer of the Government of India 


संघ लोक सेवा आयोग 
नई दिल्ली - 11, दिनांक 2 जुलाई 1969 
सं० पी०/ 1601-स्था० ( फ ) (I ) -- संघ लोक सेवा आयोग 
के कार्यालय , में स्थायी जूनियर अनुसंधान अधिकारी ( उर्दू ) श्री 
हसरत सुहावर्दी ने 2 जुलाई, 1969, के अपराह्न से, इसी तारीख 
से उक्त सेवा से उनका त्यागपत्र स्वीकार हो जाने के फलस्वरूप , 
जूनियर अनुसंधान अधिकारी ( उर्दू ) के पद का कार्यभार छोड़ 
दिया । 


अधिकारी ग्रेड में स्थानापन्न रूप से कार्य करने के लिए नियुक्त 
किया जाता है । 

आर० के० जी० राव 

अवर सचिव 
( प्रशासन प्रभारी ) 
संघ लोक सेवा आयोग 


आर० के० जी० राव 

अवर सचिव 
संघ लोक सेवा आयोग 


मुख्य नियन्त्रक , मुद्रण और लेखन सामग्री 

नई दिल्ली , 3 जुलाई 1969 
सं० जी ( 12) - AIII --- श्री मनोरंजन राय को स्थानापन्न 
सहायक प्रबन्धक ( टेकनीकल ) के पद पर भारत सरकार मुद्रणालय , 
के० एस० राय रोड, कलकत्ता में 15 - 4 - 1969 (पूर्षाल ) से 
आगामी आदेश तक नियुक्त किया गया है । 

पी० के० सेन 
मुख्य नियन्त्रक , मुद्रण और लेखन सामग्री 


नई दिल्ली, दिनांक 2 जुलाई 1969 
सं० एफ० 6/1/ 69-स्था० ( क ) (II) -- संघ लोक सेवा आयोग 
केन्द्रीय सचिवालय सेवा संवर्ग के स्थायी सहायक श्री एम० एल० 
कक्कड़ को , राष्ट्रपति द्वारा, 2 जुलाई, 1969, से 30 अगस्त , 

| अवधि के लिए उक्त सेवा के अनभाग 
M156GI/ 69 


भारत के महापंजीकार तथा पदेन जनगणना आयुक्त का कार्यालय 

नई दिल्ली -11, दिनांक 5 जुलाई 1969 
सं . 6/ 15/ 69-एड़ी-I - - राष्ट्रपति , लक्कादीप , मिनिकोय 
एंव अमीनदीषी दीपसमूह के प्रशासक , श्री सी० एच० नायर को 
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पदेन रूप में , लक्कादीव , मिनिकोय एंव अमीनदीवी , द्वीपसमूह के 
जनगणना अधीक्षक के पद पर, उनके वास्तविक कार्यभार लेने की 
तिथि से 31 मार्च 1971 तक के लिये , सहर्ष नियुक्त करते हैं । 
यह पदभार उनके सामान्य कार्य के अतिरिक्त होगा । 
उनका मुख्य कार्यालय कावारट्टी में होगा । 

ए . चन्द्र शेखर 
भारत के महापंजीकार 


एनर्जी डिपार्टमेंट के ट्रांबे टाउनशिप प्रोजेक्ट में प्रतिनियुक्ति पर है , 
दिनांक 13- 5- 1969 पूर्वाल से, जिस दिन से इस कार्यालय की 
अधिसूचना संख्या 2 के अनुसार, श्री के० जे० राजामनी को लेखा 
अधिकारी की कार्यकारी पदोन्नति प्रदान की गई थी अगले आदेश 
दिए जाने तक , लेखा अधिकारी की श्रेणी में स्थानापन्न रूप से 
महालेखाकार महाराष्ट्र राज्य के कार्यालय में प्रपन ( Proforma ) 
पदोन्नति प्रदान करते हैं । 

टि० के० सेथुरामन 
ज्येष्ठ उप -महालेखाकार 

( मुख्यालय ) 


- 


गृह मंत्रालय , 

केन्द्रीय अन्वेषण ब्यूरो, 
नई दिल्ली -1, दिनांक 7 जुलाई 1969 
सं० एस०- 7/ 69-एसी०- 5 - - राष्ट्रपति ने पश्चिम बंगाल 
संवर्ग के एक प्रतिनियुक्त अधिकारी श्री एस० के० गुहा मजुमदार , 
भारतीय पुलिस सेवा को दिनांक 9 - 6 - 69 (पूर्वाह्न ) से अगले 
आदेश जारी होने तक के लिए केन्द्रीय अन्वेषण ब्यूरो के खाद्य 
अपराध स्कंध, कलकत्ता शाखा में पुलिस अधीक्षक के पद पर नियुक्त 
किया है । 

एफ० वी० अरुल 
निदेशक केन्द्रीय अन्वेषण ब्यूरो 


रक्षा लेखा विभाग 
रक्षा लेखा महानियंत्रक का कार्यालय 

नई दिल्ली - 22, दिनांक 8 जुलाई 1969 
__ सं० 40011 ( 2 )/ 66/ए०एन०ए० - ~रक्षा लेखा नियंत्रक 
( मध्य कमान ) मेरठ के कार्यालय के श्री एच० एस० भार्गव, स्थायी 
लेखा अधिकारी को वित्त मंत्रालय (व्यय विभाग ) अधिसूचना 
सं० एफ०12( 9 ) -ईवी० ( बी० )/ 65 दिनांक 23 - 7 - 66 द्वारा 
प्रतिस्थापित सिविल सेवा विनियमावली के नियम 459 ( आई० ) 
के उपबंधों के अनुसार तारीख 28- 7- 69 ( पूर्वाह्न ) से स्वेच्छापूर्वक 
लेखा से निवृत्ति की अनुशा दे दिये जाने पर उसी तारीख से 
पेंशन -स्थापना में अंतरण किया जायगा । उन्हें बहरहाल ता० 
28- 4- 69 से 27- 7- 69 तक अजित छुट्टी बतौर सेवा निवृत्ति 
पूर्व अवकाश दे दी गयी है । 

एन० राजन 
रक्षा लेखा उप -महानियंत्रक 


भारत के नियंत्रक तथा महालेखा परीक्षक का कार्यालय 

नई दिल्ली -1, दिनांक 4 जुलाई 1969 
सं० 59 3-सी०ए०आई०/ 214- 69-- -भारत के अतिरिक्त 
उपनियंत्रक और महालेखा परीक्षक ने महालेखाकार पश्चिम बंगाल , 
कलकत्ता कार्यालय के श्री पी० के० दत्तराय , एक स्थायी 
अधीनस्थ लेखा सेवा ( वाणिज्य ) लेखाकार को अगला आदेश दिये 
जाने तक स्थानापन्न लेखा अधिकारी के पद पर 13 जून , 1969 
( अपराह्न ) से नियुक्त किया है और उसी तिथि से उसी कार्यालय 
में तैनाती का आदेश दिया है । 
___ सं० 60 1-सी०ए०आई०/ 193- 69 - - भारत के अतिरिक्त 
उपनियंत्रक और महालेखापरीक्षक ने मुख्य लेखा परीक्षक , वाणिज्य 
लेखा, उत्तरी क्षेत्र, नई दिल्ली कार्यालय के श्री ठी० एन० शर्मा, 
एक स्थायी अधीनस्थ लेखा सेवा वाणिज्य लेखाकार को अगला 
आदेश दिये जाने तक स्थानापन्न लेखा अधिकारी के पद पर 18 
जून , 1969 (पूर्वाह्न) से नियुक्त किया है और उसी तिथि से 
मुख्य- लेखा-परीक्षक , वाणिज्य लेखा , कलकत्ता कार्यालय में तैनाती 
का आदेश दिया है । 

अमरेन्द्रनाथ मुखोपाध्याय , 
सहायक नियंत्रक और महालेखा परीक्षक 


स्वास्थ्य सेवा महानिदेशालय 

नई दिली, दिनांक 2 जुलाई 1969 
सं० 29- 51/ 69-सी० एच० एस०- 1 - - स्वास्थ्य - सेवा के महा 
निदेशक एतद्वारा डा० इन्दु प्रभा को तारीख 17 जून , 1969 
के पूर्वाल से आगामी आदेश जारी करने तक भारत सरकार स्वास्थ्य 
योजना , दिल्ली के अन्तर्गत विशेष योजना में महिला चिकित्सा 
अधिकारी के रूप में पूर्णतः अस्थायी आधार पर नियुक्त करते हैं । 


दिनांक 4 जुलाई 1969 
सं० 29- 55 / 69-सी० एच० एस०- 1 - - स्वास्थ्य- सेवा के 
महानिदेशक एतद्वारा डा० ( कुमारी ) हरजीत कौर सेठी को 4 
जन , 1969 के पूर्वाह्न से आगामी आदेश जारी करने तक केन्द्रीय 
सरकार स्वास्थ्य योजना में विशेष योजना में महिला चिकित्सा 
अधिकारी के रूप में पूर्णतः अस्थायी आधार पर नियुक्त करते हैं । 


भारतीय लेखा परिक्षा तथा लेखा विभाग 

महालेखाकार का कार्यालय महाराष्ट्र 
____ बम्बई, दिनांक 17 जून 1969 
सं० एडमि०-I/ आई०ए०सी०/ 31 /2445 ---महालेखाकार, 
महालेखाकार महाराष्ट्र राज्य के कार्यालय के आधीन लेखा 
सेवा के सदस्य श्री एस० उमापथी को जो आजकल आटोमिक 


दिनांक 5 जुलाई 1969 
सं० 29- 28/ 69-सी० एच० एस० - 1 - स्वास्थ्य सेवा के 
महानिदेशक एसद्वारा डा० चन्द्र मोहन बजाज को 29 अप्रैल , 
1969 के पूर्वाह्न से आगामी आदेश जारी करने तक केन्द्रीय सरकार 
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पूर्वाल से अगले आदेशों तक स्थानापन्न मशीन सारणीयन अधिकारी 
के रूप में नियुक्त करते हैं । 


स्वास्थ्य योजना, दिल्ली में अवर चिकित्सा अधिकारी के रूप में 
पूर्णतः अस्थायी आधार पर नियुक्त करते हैं । 

टी० जे० सीताराम 
उप-निदेशक (प्रशासन ) 

(के० स्वा० से . ) 


सं० प्रशासन - 1/ 1 ( 800 ) - राष्ट्रपति भारतीय सांख्यिकी 
सेवा के ग्रेड IV के स्थायी अधिकारी तथा सहकारिता विभाग के 
सहायक निदेशक श्री बी० के० बहल को 17- 5- 1969 पूर्वान से 
अगले आदेशों तक पूति तथा निपटान महानिदेशालय में भारतीय 
सांख्यिकी सेवा के ग्रेड III में स्थानापन्न उपनिदेशक ( सांख्यिकी ) 
के रूप में नियुक्त करते हैं । 


नई दिल्ली, दिनांक 3 जुलाई 1969 
सं० 1- 4/ 69-सी० जी० एच० एस०- 1 - - त्यागपन्न स्वीकृत 
हो जाने के परिणामस्वरूप डा० ( कुमारी ) प्रतिमा खस्तगीर ने 
23 जून , 1969 को अपराह्न में केन्द्रीय सरकार स्वास्थ्य योजना , 
नई दिल्ली के अधीन विशेष योजना से महिला चिकित्सा अधिकारी 
के पद का कार्यभार छोड़ दिया । 


दिनांक 1 जुलाई 1969 
सं० प्रशासन - 1 / 1 ( 770 ) - -- श्री जी० के० सरन ने 
18- 6-1969 को सहायक निदेशक (ग्रेड-I ) पूति तथा निपटान 
महानिदेशालय का कार्यभार त्याग दिया । उन्हें 19- 11- 1968 से 
22- 11- 1968 तक चार दिन का अजित अवकाश दिया गया था 
जिसकी समाप्ति के पश्चात् उनका नाम पूर्ति तथा निपटान 
महानिदेशालय की नामावली में नहीं रहा । 


परदमन सिंह 
उप -निदेशक ( प्रशासन ) 


सं० प्रशासन- 1/ 1 ( 772 ) - - श्री डी० पी० चौपरा के विदेश 
व्यापार तथा प्रति मंत्रालय ( पति विभाग में ) स्थानापन्न के कारण 
उन्होंने 9- 6-1969 पूर्वाह्न को पूर्ति तथा निपटान महानिदेशालय 
के निदेशक शिकायत तथा जन -सम्पर्क का कार्याभार त्याग दिया । 


पूर्ति तथा निपटान महानिदेशालय 

नई दिल्ली-1, दिनांक 1 जुलाई 1969 
सं० प्रशासन- 6- 247 ( 67 )/ 57- II -- राष्ट्रपति , सहायक 
निरीक्षण अधिकारी ( इंजीनियरी ) श्री बी० एन० भट्टाचार्य को 
10 जून, 1969 पूर्वाह्न से भारतीय निरीक्षण सेवा ( प्रथम श्रेणी ) 
के ग्रेड 3 की इंजीनियरी शाखा में स्थानापन्न रूप से नियुक्त करते 


दिनांक 2 जुलाई 1969 
सं० प्रशासन - 1/ 1( 341)-- - राष्ट्रपति श्री एस०पो० अग्रवाल , 
उप-निदेशक ( ग्रेड-II भारतीय पूर्ति सेवा ) को 19- 6- 1969 
पूर्वाह्न से अगले आदेशों तक पूर्ति तथा निपटान महानिदेशालय में 
निदेशक ( पूर्ति ) ( ग्रेड-I भारतीय पूति सेवा ) के स्थानापन्न पद 
पर नियुक्त करते है । 


श्री बी० एन० भट्टाचार्य ने सहायक निरीक्षण अधिकारी 
( इंजीनियरी ) का पदभार त्याग दिया तथा 10 जून , 1969 से 
कलकत्ता निरीक्षण मण्डल में निरीक्षण अधिकारी ( इंजीनियरी ) 
का पदभार सम्भाल दिया । 


चौ० एम० ए० खान 
उप-निदेशक (प्रशासन ) 


___ सं० प्रशासन- 1/ 1 ( 801 ) -- राष्ट्रपति , सूचना तथा प्रसारण 
मंत्रालय के मुख्य सचिवालय से अवर सचिव श्री जे . डो० जैन को 
9- 6- 1969 पूर्वाल से अगले आदेशों तक पूर्ति तथा निपटान महा 
निदेशालय में निदेशक शिकायत तथा जन - सम्पर्क के रूप में नियुक्त 
करते हैं । 


नई दिल्ली - 1 , दिनांक 28 जून 1969 


सं० प्रशासन- 6- 247 ( 34 ) - 57 ---- भारतीय निरीक्षण सेवा 
के ग्रेड -II की इंजीनियरी शाखा से पदावनति हो जाने के कारण श्री 
जी० एन० गिड़वानी ने उप -निदेशक निरीक्षण ( इंजीनियरी ) का 
कार्यभार त्याग दिया और 13- 6-1969 अपराह्न से पूर्ति तथा 
निपटान महानिदेशक , मुख्यालय में सहायक निदेशक निरीक्षण 
( इंजीनियरी ) का कार्यभार सम्भाल लिया । 


दिनांक 3 जुलाई 1969 
सं० प्रशासन -1/ 1 ( 802 ) – सेना मुख्यालय के अधीन 
मुख्यालय कोर I ( आयुद्ध शाखा ) के ए० ओ० सी० कर्नल गंगोलो 

( आई० सी०- 2741 ) ने प्रति-नियुक्ति पर स्थानांतरण होने पर 
___ 19- 6- 69 पूर्वाह्न से पूति तथा निपटान महानिदेशालय , नई दिल्ली 
में पूर्ति निदेशक का पदभार सम्भाल लिया । 


( प्रशासन अनुभाग- 1 ) 

दिनांक 30 जन 1969 
सं० प्रशासन- 1/ 1 ( 800 ) - राष्ट्रपति , पूर्ति तथा निपटान 
महानिदेशालय के प्रवर आर्थिक अन्वेषक श्री सिब दास मुखर्जी, पूर्ति 
तथा निपटान महानिदेशालय , को उसी निदेशालय में 11 - 6 -1969 


दिनांक 5 जुलाई 1969 
___ सं० प्रशासन -1/ 1 ( 633) - - श्री के० एस० मूर्ति स्थानापन्न 
सहायक निदेशक (प्रशासन ) ( ग्रेड-II ), निरीक्षण निदेशालय 
( धातु क्रम ) जम्शेदपुर ने प्रधान लिपिक के अराजपत्रित पद पर 
पदावनति होने के कारण 28- 5-1969 पूर्वाह्न से अपना पदभार 
स्याग दिया । 

त० वे० अनन्तानारायणन 
उप-निदेशक ( प्रशासन ) 
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मामा परमाणु मनुसंधान केन्द्र 

( कार्मिक प्रभाग ) 
बम्बई- 85, दिनांक 20 जून 1969 
सं० 1 ( 3 ) / 68-स्थापना - V / 442-~ - भाभा परमाणु अनु 
संधान केन्द्र के नियन्त्रक , इस अनुसंधान केन्द्र के स्थानापन्न सहायक , 
श्री ऊधव शंकर करमारकर को उसी केन्द्र में श्री टी० जे० असनानी 
सहायक कार्मिक अधिकारी जिन्हें छुट्टी प्रदान की गई है, के स्थान पर 
6 मई , 1969 से 21 जून , 1969 तक स्थानापन्न सहायक 
कार्मिक अधिकारी नियुक्त करते हैं । 

आर० बी० पिन्टो 
उप -स्थापना अधिकारी 


प्रभाग के एक स्थायी लेखाकार, श्री डी० आर० तुली को 29 अप्रैल , 
1969 के पूर्वान से अगले आदेश होने तक उसी प्रभाग में स्थानापन्न 
रूप से सहायक प्रशासन अधिकारी नियुक्त किया है । 

एस० खो० मायर 
प्रशासन अधिकारी 
कृते क्षेत्रीय निदेशक 


नई दिल्ली- 7, दिनांक 27 जून 1969 
सं० ए० एम० डी० / 1/10/ 69-प्रशासन -- परमाणु खनिज 
प्रभाग के निदेशक , रक्षा लेखा नियन्त्रक के कार्यालय , केन्द्रीय कमांड, 
मेरठ के स्थानापन्न लेखा अधिकारी , श्री के० श्रीनिवासन को 25 
जून, 1969 पूर्वाह्न से अगले आदेश होने तक परमाणु खनिज 
प्रभाग में उप्यूटेशन पर लेखा अधिकारी नियुक्त करते हैं । 

एस० जी० नायर 
प्रशासन तथा लेखा अधिकारी 

ते निदेशक 


बम्बई- 74, दिनांक 23 जून 1969 
सं० पी०- 143/ आयुर्विज्ञान स्थापना 1834 - भाभा परमाणु 
अनुसंधान केन्द्र के निदेशक , भाभा परमाणु अनुसंधान केन्द्र के आवा 
सिक चिकित्सा अधिकारी , डा० नवीनचन्द्र दमोदरदास पोपट 
का त्यागपत्र 31 मई , 1969 के अपराह्न से स्वीकार करते हैं । 
डा० पोपट ने 31 मई , 1969 के अपराह्न से अपने पद का कार्यभार 
छोड़ दिया तथा उन्हें 1 जून , 1969 से 2 जून 1969 तक 2 दिन 
की अजित ( सेवांत ) छुट्टी प्रदान की गई । 

पी० आर० बोंदरे 
उप - स्थापना अधिकारी 

कृते निदेशक 


केन्द्रीय लोक निर्माण विभाग 

नई दिल्ली, दिनांक 7 जुलाई 1969 
सं० 4/ 5/ 69-प्रशासन - 4 -~- प्रमुख इन्जीनियर ने श्री अरुण 
पी० कारन्डीकर को 29 मई, 1969 अपराल से 350- 25- 500 
30- 590-ई० बी०- 30- 800-६० बी० - 30- 830- 35- 900 रुपये 
के बेतनमान में 425 रुपये प्रतिमाह के वेतन पर, केन्द्रीय लोक 
निर्माण विभाग में सहायक वास्तुक के रूप में नियुक्त किया है । 

आर० एल० अहलुवालिया , 

उप-निदेशक ( प्रशासन ) 


बम्बई- 85, दिनांक 24 जून 1969 
सं० पी० ए०/ 81 ( 55 )/ 69- आर०-IV – भाभा परमाणु 
अनुसंधान केन्द्र के निदेशक, भाभा परमाणु अनुसंधान केन्द्र के निम्न 
लिखित अस्थायी पर्यवेक्षकों को 1 फरवरी,1969 के पूर्वाह्न से अगले 
आदेश होने तक उसी अनुसंधान केन्द्र में अस्थायी रूप से विज्ञान 
अधिकारी/ इंजीनियर-ग्रेड एस० बो० नियुक्त करते हैं : - - 

1. श्री गोपीचन्द सेवकराम पंजवानी 
2. श्री जगजीत सिंह सुन्दर सिंह नरूला । 

सं० पी० ए० / 81 ( 12)/ 69 - आर०-IV - - भाभा परमाणु 
अनुसंधान केन्द्र के निदेशक , भाभा परमाणु अनुसंधान केन्द्र के एक 
स्थायी फोरमैन, श्री हेमेन्द्र चक्रवर्ती को 1 फरवरी , 1969 के पूर्वान 
से अगले आदेश होने तक उसी अनुसंधान केन्द्र में स्थानापन्न रूप 
से विज्ञान अधिकारी / इंजीनियरी -ग्रेड एस० बी० नियुक्त करते हैं । 

एस० पी० महात्रे 
उप-स्थापना अधिकारी ( आर० ) 


भारतीय सर्वेक्षण विभाग 
( महा सर्वेक्षक का कार्यालय ) 

देहरादून, दिनांक 3 जुलाई 1969 
सं० ई० 1- 3825/ 1837- ओ० एन० जी० सी० - श्री एस . 
रामकृष्णन , अधिकारी सर्वेक्षक , 22 ( फोटो ) पार्टी ( उत्तरी निदे 
शालय ) , भारतीय सर्वेक्षण विभाग , देहरादून ( 1- 4- 60 से तेल 
एवं प्राकृतिक गैस आयोग के साथ विदेश सेवा पर ) द्वारा दिया गया 
त्यागपत्र 8 जून , 1968 पूर्वाह्न से स्वीकार किया जाता है । 

सं० सी०- 3822/ 718-बी० -- श्री सोम प्रकाश, बजट एवं 
लेखा अधिकारी , भारतीय सर्वेक्षण विभाग , देहरादून , जो महा 
लेखापाल, पंजाब , शिमला के कार्यालय से स्थानान्तरित होकर 
महा सर्वेक्षक के कार्यालय में 27 जनवरी, 1965 पूर्वान को ड्यटी 
पर उपस्थित हुए , की प्रतिनियुक्ति 20 - 7- 1969 से छः माह की 
अवधि के लिए वर्तमान शर्तों और प्रतिबंधों पर ही आगे बढ़ाई जाती 
है सिवाय इसके कि वे प्रतिनियुक्ति की उपर्युक्त बढ़ाई गई अवधि 
के दौरान भारत सरकार, वित्त मंत्रालय ( व्यय विभाग ) के कार्यालय 
ज्ञापन सं० एफ० -10 ( 24 ) -ई० -III /बी0 / 60, दिनांक 29 
अगस्त , 1966 के परिच्छेद 2 के अनुसार प्रतिनियुक्ति ( ड्यटी ) 
भत्ता के पात्र नहीं होंगे । 

जे० एस० पैंतल 
ब्रिगेडियर , महा सर्वेक्षक , भारत 


परमाणु खनिज प्रभाग 

( परमाणु ऊर्जा विभाग ) 
नई दिल्ली, दिनांक 18 जून 1969 
सं० ए० एम० डी०- 1/ 5/ 69- प्रशासन - परमाणु खनिज 
प्रभाग के क्षेत्रीय निदेशक ने परमाणु उर्जाविभाग के परमाणु खनिज 
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राष्ट्रीय अभिलेखागार, 


वार्धक्य निवर्तित होने के फलस्वरूप अपने पद का कार्यभार 
16- 5- 1969 की पूर्वाह्न को सौंप दिया । 


नई दिल्ली-1, दिनांक 3 जुलाई 1969 


उसके पश्चात् इनकी दिनांक 17- 5- 1969 से 17- 6 -1969 
तक 32 दिनों की अजित छट्टी एवं 18- 6-1969 से 19- 10- 1969 
तक 12.4 दिनों की अर्ध वेतन छद्री स्वीकृत की गई । 


सं० एफ० 18/ 5/ 69-79- 1 --- श्री एस०एन० जायसवाल , स्थायी 
सहायक पुरालेखाधिकारी ( असिस्टेंट आकिविस्ट ) ( पदक्रम - 1 
सामान्य संवर्ग ) ( श्रेणी : अराजपत्रित, अलिपिक वर्गीय ) को श्री 
एम० एल० अहलुवालिया , जो कि अवकाश पर हैं के स्थान पर 
1 जुलाई से 8 अगस्त 1969 तक अथवा जब श्री अहलुवालिया 
अपना कर्तव्य पुनःग्रहण कर लेवें तब तक जो भी पहले हो , सर्वथा तदर्थ 
आधार पर स्थानापन्न रूप में कार्य करने के लिए पुरालेखाधिकारी 
( आकिधिस्ट ) ( सामान्य संवर्ग ) ( श्रणी- 2 राजपवित , अलिपिक 
वर्गीय ) नियुक्त किया जाता है । 


दिनांक जुलाई 1969 
सं० एफ० 3/ 24367 - प्रशासन I - - श्री डी० डी० पाण्डे , 
महायक विपणन अधिकारी, वनस्पति तेल श्रेणीकरण योजना भाव 
नगर , सरकारी सेवा से 13- 1 - 69 से 9- 3- 1969 तक निवृत्ति 
पूर्व छुट्टी का उपयोग कर, दिनांक 9- 3- 1969. ( अपराह्न) को 
सरकारी सेवा से वार्धक्य निवर्तित हूए । निवृत्ति -पूर्व छुट्टी पर जाने 
के पहले 13-1- 1969 के पूर्वाह्न को उन्होंने अपने पद का कार्यभार 
सौंप दिया । 


2. उनका वेतन सामान्य नियमों के अधीन निपिचत किया 
जाए । 


कृ० द० भार्गव 
अभिलेखागार निदेशक 


वी० पी० अनन्तनारायणन् 

कृषि विपणन सलाहकार 


पर्यटन तथा नागर विमानन मंत्रालय 


भारत मौसम विज्ञान विमाग 


पेट्रोलियम ओर रसायन तथा लमि भोर धातु मंत्रालय 

खनि ओर पातु विभाग 

भारतीय खनि विभाग 
नागपुर, दिनांक 7 जुलाई 1969 


नई दिल्ली , दिनांक 3 जून 1969 


सं0 41 ( 106) अवस्थापन अ--- श्री ए० के० गांगुली , 
स्थायी भंडारी, भारतीय खनि विभाग की अपराह्न 4 जुलाई 1969 
से 350- 25- 500- 30- 590-६० रो० 30- 800 के वेतन - क्रम 
में स्थानापन्न सहायक भंडार अधिकारी, भारतीय खनि विभाग के 
रूप में तदर्थ आधार पर अग्रेतर आदेश जारी होने तक पदोन्नति की 


सं० ई० ( 1 ) 03708 -~-वधशालाओं के महानिदेशक एतद् 
द्वारा श्री एस० सी० कार , व्यवसायिक सहायक, वैधशालाओं के 
उप- महानिदेशक ( उपकरण ) , नई दिल्ली, का कार्यालय , को 3 
जून 1969 के पूर्वाह्न से और आगामी आदेशों तक स्थानापन्न के 
रूप में सहायक मौसम विशेषज्ञ नियुक्त करते हैं । 


श्री एस० सी० कार वैधशालाओं के उप - महानिदेशक ( उप 
करण ) , नई दिल्ली , के कार्यालय में तैनात रखे गये हैं । 


गई है । 


के० एस० महापात्रा 

नियंत्रक 


एम० आर० एन० मनीयन 

सहायक मौसम विशेषज्ञ 
कृते वैधशालाओं के महानिदेशक 


बाघ, कृषि, सामुदायिक विकास तथा सहकारिता मंत्रालय 

( कृषि विभाग ) 
विपणन और निरीक्षण मिवेशालय 


केन्द्रीय जल एवम् विद्युत आयोग 

( जल स्कंध ) 


नई दिल्ली- 22, दिनांक 7 जुलाई 1969 


नागपुर, दिनांक 7 जुलाई 1969 


सं एफ० 3/ 239/ 67 - प्रशासन -I-- - श्री टी० जे० कमला 
नाथन , अवर वैज्ञानिक अधिकारी , बम्बई, ने सरकारी सेवा से 


सं0 1 4/ 554/ 66 - एडम० 5 -- अध्यक्ष केन्द्रीय जल एवं विद्यत 
आयोग , श्री लाल चन्द सारीन को जो कि इस आयोग में वरिष्ठ 
प्रोफैशनल सहायक है, 3- 6- 1969 पूर्वमध्यान्ह से तीन मास के 
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लिये इस विभाग में तदर्थ रूप से वेतन श्रम 350- 25- 500- 30 
590-ई० बी०- 30-800 ई० बी० - 30- 830 - 35-900 पर 
अतिरिक्त सहायक निर्देशक ( सांख्यिकी ) के पद पर नियुक्त 
करते हैं । 


मध्य रेलवे 
बम्बई वोल्टी, दिनांक 2 जुलाई 1969 
___ सं० एच० पी० बी० / गज /16/ए० मी० - लेखा विभाग के 
निम्नलिखित अधिकारियों को उनके नाम के सामने दी गयी तिथी 
से सहायक लेखा अधिकारी ( श्रेणी 2 ) के रूप में स्थायी किया गया 


4. श्री मारीन ने उपरोक्त पद का कार्य भार उपरोक्त समय 
तथा तिथि से सम्भाल लिया । 


क्रमांक 


नाम 


पुष्टिकरण की 
. तिथि 


एल० सी० गर्ग 

अवर सचिव 
कृत, अध्यक्ष जल एवम् विद्युत आयोग ( जल स्कंध ) 


11- 11 - 1966 
15- 7 - 1968 


1. श्री एस० एस० चारी 
2. श्री टी० ए० कृष्णन 
3. श्री टो० विश्वनाथन 
4. श्री एम० आर० वरदाचारी 


14- 2- 1969 


2- 4- 1969 


निरीक्षण निदेशालय 


बी० एस० डी० बालिगा 

महाप्रबन्धक 


सीमाशुल्क तथा केन्द्रीय उत्पादन शुल्क 


नई दिल्ली, दिनांक 9 जुलाई 1969 


रजिस्ट्रार आफ कम्पनीज 


सं० 5/ 69 --- श्री बी० एच० गुप्ता , निरीक्षण अधिकारी ने 
श्री आर० एच० चतुर्वेदी के 21- 6- 1969 (दोपहर बाद ) से 
अजित अवकाश पर चले जाने पर उनके स्थान पर अपने कार्य के 
अतिरिक्त सहायक मुख्य लेखा अधिकारी , निरीक्षण निदेशालय , 
सीमा शुल्क तथा केन्द्रीय उत्पादन शुल्क , नई दिल्ली के पद का कार्य 
भार भी संभाल लिया है । 


सं० 1395/ 560 अहमदाबाद, दिनांक 8 जुलाई 1969 
कम्पनी अधिनियम 1956 की धारा 560 की उपधारा 
( 3 ) के अनुसार यह सूचना दी गयी है कि इस सूचना के 
प्रकाशित होने के दिनांक से तीन महीने की अवधि के अंदर इस 
कम्पनी का नाम रजिस्टर से काटने के विरुद्ध कोई प्रमाण नहीं दिया 
गया तो इस अवधि की समाप्ति पर ज्योति रिलेज लिमिटेड का 
नाम रजिस्टर से काट दिया जाएगा और यह कम्पनी विघटित कर 
दी जाएगी । 


दीनानाथ कोहली 
निरीक्षण निदेशक 


जे० जी० गाथा 
रजिस्ट्रार ऑफ कम्पनीज 

अहमदाबाद, गुजरात 


आशुल्क विभाग 


संघ लोक सेवा आयोग 


कोच्चिन - 3, दिनांक 24 जून 1969 


विज्ञापन सं० 29 


सं . 6/ 69 - कोच्चिन आशुल्फ गृह के स्थानापन्न उच्च श्रेणी 
परीक्षक श्री जी० रघुरामन को 28- 4- 1969 के पूर्वाह्न से कोच्चिन 
आशुल्क गृह, कोच्चिन- 3, में मुल्यनिर्धारक के पद ( अप्रैसर ) पर 
अगले फरमान दिये जाने तक स्थानापन्न करने की नियुक्ति की गयी 


निम्नलिखित पदों के लिए आवेदन- पत्र आमंत्रित किए जाते 
है । उम्मीदवारों को आयु 1- 1- 69 को निर्धारित आयु -सीमाओं 
के अन्तर्गत होनी चाहिए, किन्तु सरकारी कर्मचारियों को , उन पदों 
को छोड़कर जिनके सम्बन्ध में ऐसी छूट न देने का उल्लेख किया गया 
हो , आयु सीमा में छूट दी जा सकती है । ऊपरी आयु-सीमा में 
पाकिस्तान से आए विस्थापित लोगों तथा बर्मा और श्रीलंका से 
प्रत्यावर्तित एवं कीनिया , उगांडा और संयुक्त गणराज्य टंपानिया के 
पूर्वी अफ्रीकी देशा से आए लोगों के कुछ बों को 45 वर्ष की आयु 
तक छूट दी जा सकती है । अनुसूचित जातियों तथा अनुसूचित 
आदिम जातियों के उम्मीदवारों के लिए ऊपरी आयु- सीमा में 5 


बी० शंकरन 
( सीमाकर और केन्द्रीय उत्पादन कर के समाहर्ता के लिये ) 
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वर्ष को छूट दी जा सकती है । विशिष्ट परिस्थितियों को छोड़कर 
अन्य लोगों को किसी प्रकार की छूट नहीं दी जाएगी और छूट किसी 
भी स्थिति में 3 वर्ष से अधिक नहीं होगी । अन्य दृष्टियों से मुयोग्य 
उम्मीदवारों को , आयोग यदि चाहे तो योग्यताओं में छूट प्रदान 
कर सकता है । केवल उन पदों को छोड़कर जिनके सम्बन्ध में ऐसा 
वेतन न देने का उल्लेख किया गया हो , विशेषतया योग्य एवं अनुभवी 
उम्मीदवारों को उच्च प्रारभिक वेतन दिया जा सकता है । 


है । क्रम- संख्या 4 का एक पद तथा क्रम - संख्या 10 का पद , अनु 
सूचित आदिम जातियों के उम्मीदवारों के लिए आरक्षित है और 
उनके न मिलने पर अनुसूचित जातियों के उम्मीदवारों के लिए 
आरक्षित रहेंगे । यदि आरक्षित वर्गों के उपयुक्त उम्मीदवार नहीं 
मिलते तो उपर्युक्त सभी पदों को अनारक्षित समझा जाएगा । 
क्रम संख्या 5 तथा 9 के पद अनुसूचित जातियों के उम्मीदवारों के 
लिए आरक्षित हैं और केवल ऐसे उम्मीदवारों से ही आवेदन-पत्र 
आमंत्रित हैं । 


1. एक निवेशक , मत्स्यपालन , गोआ , दमन तथा वियु सरकार । 
बेसन : -- रु . 700 - 40- 1100 - 50/ 2--1250 । आयु : - 45 
वर्ष या उससे कम : योग्यताएं : अनिवार्य : - ( i ) किसी मान्यता 
प्राप्त विश्वविद्यालय से प्राणिशास्त्र में " मास्टर " डिग्री अथवा 
ममकक्ष योग्यता । (ii ) किसी मत्स्यपालन विभाग में उत्तर 
दायित्वपूर्ण पद पर लगभग सात वर्ष का अनुभव । ( ii ) कुछ 
प्रशासनिक अनुभव । 


आवेतन - प्रपत्र और विवरण सचिव , संघ लोक सेवा आयोग , 
पोस्ट बापस संख्या 186, नई दिल्ली, से प्राप्त किए जा सकते हैं । 
प्रपत्र के लिए अनुरोध करते समय पद का नाम , विज्ञापन संख्या 
एवं मद-संख्या अवश्य लिखें , और माथ ही प्रत्येक पद के लिए 
कम से कम 23X 10 सें० मी० आकार का अपना पता लिखा 
दुआ टिकट रहित लिफाफा भेकना चाहिए , लिफाफे पर उस पद 
का नाम लिखा होना चाहिए जिसके लिए आवेदन -प्रपत्र मांगा जा 
रहा है । आयोग 1- 1- 64 को या उसके बाद पूर्वी पाकिस्तान से 
आए हुए ऐसे विस्थापित तथा 1 जून , 1963, और 1 नवम्बर , 
1964, को या उसके बाद क्रमशः बर्मा और श्रीलंका से प्रत्यासित 
व्यक्तियों का शुल्क माफ कर सकता है जो यथार्थतः निर्धन हों । 
प्रत्येक पद के लिए अलग - अलग शुल्क के साथ अलग -अलग आवेदन 
पत्र भेजना चाहिए । विदेशों में रहने वाले उम्मीदवार आवेदन 
प्रपत्र न मिलने पर , सादे कागज पर आवेदन कर सकते हैं और 
स्थानीय भारतीय दूतावास में शुल्क जमा कर सकते हैं । यदि 
आवश्यक समझा गया तो उम्मीदवार को साक्षात्कार के लिए 
उपस्थित होना पड़ेगा । रु० 8 . 00 ( अनुसूचित जातियों एवं 
अनुसूचित आदिम जातियों के लिए रु० 2 . 00) के रेखांकित किए 
हुए भारतीय पोस्टल आर्डर सहित, आवेदन - पत्र स्वीकार करने की 
अन्तिम तारीख 18 अगस्त 1969 (विदेशों तथा अण्डमान एवं 
निकोबार, लकादिव , मिनिक्वाय एवं आमिनदिवि द्वीपसमूहों में 
रहने वाले आवेदकों के लिए 1 सितम्बर , 1969 ) है । खजाना 
रमीद स्वीकार नहीं की जाएगी । 


2. यांत्रिक इंजीनियरी का एक लेक्चरर , राजकीय पाली 
टेकनीक, पणजी, गोआ , वमन तथा वियु सरकार । बेतनः- -रु . 
400 - 400 - 450 - 30 - 600 - 35 - 670 - द० रो० - 35 
950 । आय : - 35 वर्ष या उससे कम । योग्यताएं : अनिवार्य:-- - 
(i ) किसी मान्यता प्राप्त विश्वविद्यालय मे यांत्रिक इंजीनियरी में 
कम से कम द्वितीय श्रेणी की डिग्री अथवा समकक्ष योग्यता । (ii ) 
लगभग दो वर्ष का व्यावसायिक अध्यापन का अनुभव । 


प्राप 


3. तीन निवेशक , फिल्म्स डिवीजन , सूचना तथा प्रसारण 
मंत्रालय । वेतन : -- रु . 700 - 40 - 1100 - 50/ 2-- 1250 । 
आय : - 45 वर्ष या उससे कम । योग्यताएं : अनिवार्य : - -- ( i ) 
किसी मान्यताप्राप्त विश्वविधालय की डिग्री अथवा समकक्ष 
योग्यता । (ii ) किसी विख्यात संगठन में चल-चित्र फिल्मों के 
उत्पादन का लगभग छः वर्ष का अनुभव । ( ii ) भारतीय इतिहास , 
संस्कृति तथा वर्तमान घटना-क्रम का ज्ञान । अथवा (i ) किसी 
मान्यताप्राप्त विश्वविद्यालय संस्थान से मिनेमा (निवेशन ) 
डिग्री या डिप्लोमा अथवा समकक्ष योग्यता । ( ii ) किसो विख्यात 
संगठन में चल -चित्र फिल्मों के उत्पादन का लगभग तीन वर्ष का 
अनुभव । ( iii ) भारतीय इतिहास, संस्कृति तथा वर्तमान घटना 
क्रम का ज्ञान । 


क्रम संख्या 6 का पद स्थायी है । क्रम संख्या 3 का एक पद 
नथा क्रम संख्या 10 का पद स्थायी है किन्तु उन पर नियुक्ति अस्थायी 
आधार पर की जाएगी । क्रम-संख्या 1, 2, 5, 8 तथा 11 के पद 
अस्थायी हैं फिन्स उनके स्थायी कर दिए जाने की संभावना है । 
क्रम संख्या 7 तथा 12 के पद अस्थायी हैं किन्तु उनके अनिश्चितकाल 
तक चलते रहने की संभावना है । क्रम संख्या 3 के दो पद तथा 
क्रम संख्या 4 और 9 के पद अस्थायी हैं किन्तु उनके चलने रहने की 
संभावना है । 


4. दो कृषि इंजीनियर, भारतीय अन्न भंडार संस्थान , . 
हापुड़, बाघ, कृषि, सामुदायिक विकास सपा सहकारिता मंत्रालय । 
बेतन :- रु . 400 - 400 - 450 - 30 - 600 - 35 - 670द रो० 
35 - 950 । आयु:- 35 वर्ष या उससे कम । योग्यताएं : अनिवार्य 
(i ) किसी मान्यताप्राप्त विश्वविद्यालय में कृषि इंजीनियरी , 
सिविल या यांत्रिक इंजीनियरी में डिग्री अथवा समकक्ष योग्यता । 
( ii ) भांडार संचालन या भांडार हांचों/ पात्रों ( Receptacles ) 


क्रम संख्या 3, 7 तथा 8 में से प्रत्येक का एक पद, अनुसूचित 
जातियों के उम्मीदवारों के लिए आरक्षित है । क्रम संख्या 7 का 
एक पद अनुसूचित आदिम जातियों के उम्मीदवारों के लिए आरक्षित 
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या हल्के उपकरण के उत्पादन का लगभग तोन वर्ष का 
अनुभव । 


रो० - 30 - 680 - द० रो० - 35 - 925 । आयु : - 30 वर्ष या 
उससे कम । योग्यताएं : अनिवार्य : ( i ) किसी मान्यताप्राप्त 
विश्वविद्यालय से अंग्रेजी में कम से कम द्वितीय श्रेणी की " मास्टर " 
डिग्री अथवा समकक्ष योग्यता । (ii ) लगभग तीन वर्ष का अध्यापन 
का अनुभव । 


5 . एक वैज्ञानिक सहायक ( भौतिक ), राष्ट्रीय परीक्षण 
शाला, विवेशी व्यापार तथा पूर्तिमंत्रालय । वेतन : -रु० 325-- 15 
- 475-६० रो० - 20 - 575 | आय : - 30 वर्ष या उससे कम । 
योग्यताएं : अनिवार्य :-प्रयुक्त भौतिकशास्त्र में एम० एस-सी० 
डिग्री या विद्युत्- इंजीनियरी में डिग्री या उच्च विद्युत् मापन ( Ad 
vanced Electrical Measurements ) के विशिष्ट ज्ञान सहित 
भौतिकशास्त्र में एम० एस-सी० डिग्री अथवा समकक्ष 
योग्यता । 

.. 6. एक सह-जीवाणुविज्ञानी ( Bacteriologist) केन्द्रीय 
औषध प्रयोगशाला ( Central Drugs Laboratory ). कलकत्ता, 
स्वास्थ्य सेवा महानिदेशालय । वेतनः -50 350 - 25 - 500-~ 
30 - 590 -द० रो० - 30-- 800 । आयु :- 35 वर्ष या उससे 
कम । योग्यताएं : अनिवार्य :- (i) किसी मान्यताप्राप्त विश्व 
विद्यालय से जीवाणुविज्ञान या जीवरसायनशास्त्र या सूक्ष्मजीव 
विज्ञान ( Microbiology ) में एम० एस -सी० डिग्री अथवा 
समकक्ष योग्यता । ( ii ) जीवाणुविज्ञान या सूक्ष्मजीवविज्ञान के 
क्षेत्र में प्रकाशनों सहित लगभग दो वर्ष का अनुसंधान का 
अनुभव । 


____ 10. जर्मन का एक दुभाषिया अनुवादक , विदेश मंत्रालय । 
बेतनः- रु० 350- 25- 500- 30 - 590-६० रो०- 30-830 । आयु : 
35 वर्ष या उससे कम । योग्यताएं : अनिवार्य : ( i) किसीमान्याता 
प्राप्त विश्वविद्यालय से जर्मन में डिग्री अथवा समकक्ष योग्यता 
( ii ) जर्मन पढ़ाने का या जर्मन से अंग्रेजी में तथा अंग्रेजी से जर्मन 
में अनुवाद/ भाषान्तर कार्य का तीन वर्ष का अनुभव । (iii ) जर्मन 
तथा अंग्रेजी में धाराप्रवाह बोलने की योग्यता । 

___ 11 . एक सहायक तकनीकी अधिकारी, स्वास्थ्य सेवा महा 
निदेशालय , स्वास्थ्य , परिवार नियोजन,निर्माण, आवास तथा नगर 
विकास मंत्रालय । वेतन :- रु० 325- 15- 475- ६० रो० 20 -575/ 
आयुः- 30 वर्ष या उससे कम । योग्यताएं : अनिवार्यः -- (i) किसी 
मान्यताप्राप्त विश्वविद्यालय से जीवाणुविज्ञान/ सूक्ष्मजीव विज्ञान 
रसायनशास्त्र / भौतिकशास्त्र/ प्राणिशास्त्र वनस्पतिशास्त्र विषय के 
साथविज्ञान में डिग्री या पशु रोग विज्ञान ( Veterinary Science ) 
में डिग्री अथवा समकक्ष योग्यता । (ii ) किसी प्रतिष्ठित प्रयोगशाला 
या सरकारी संगठन में मानवीय उपयोग के जैव -पदार्थों पर अन 
संधान और या उनके उत्पादन का लगभग दो वर्ष का अनुभव । 


7.. चार इंजीनियर अधिकारी (द्वितीय ग्रेड ) , भारतीय नौ 
सेना, रक्षा मंत्रालय । वेतनः - रु० 350 - 25 - 500 - 30 - 590 
द० रो० - 30 - 800 - द० रो० -30 - 830 - 35 - 900 । आयु : 
वरीयत : 40 वर्ष से कम । योग्यताएं : अनिवार्य : - परिवहन मंत्रा 
लय द्वारा प्रदत्त वाष्प पोतों (विदेशगामी ) के द्वितीय श्रेणो इंजीनियर 
की सक्षमता का प्रमाणपत्र । 


8. दो सहायक भविष्य निधि आयुक्त ( प्रेड I), कर्मचारी 
भविष्य निधि संगठन, श्रम, रोजगार तथा पुनर्वास मंत्रालय । वेतन: 
रु० 400 - 400 - 450 - 30 - 600 - 35 - 670--द० रो० - 35 
950 । आयु : - 40 वर्ष या उससे कम । सरकारी कर्मचारियों 
तथा भविष्य निधि संगठन के कर्मचारियों को आयु में छूट दी जा 
सकती है । योग्यताएं : अनिवार्य :- (i) फिसो मान्यताप्राप्त 
विश्वविद्यालय को डिग्री अथवा समकक्ष योग्यता । (ii) किसी 
सरकारी या अर्द्ध - सरकारी संगठन में या किसी प्रतिष्ठित बैंक या 
वाणिज्य फर्म में उत्तरदायित्वपूर्ण पर्यवेक्षक के पद पर लगभग 
पांच वर्ष का अनुभव । अथवा ( i ). किसी मान्यताप्राप्त विश्व 
विद्यालय को डिग्री या समकक्ष योग्यता । (ii ) वकालत का लगभग 
पांच वर्ष का अनुभव । अथवा चार्टर्ड लेखाकार संस्थान की मेम्बर 
शिप या समकक्ष योग्यता । 

9. अंग्रेजी का एक लेक्चरर , जी० पी० महिला कालेज , 
इम्फाल, मणिपुर सरकार । वेतनः- रु० 350 - 30 - 500-द० 


____ 12. मेडिसिन का एक प्रोफेसर, स्वास्थ्य, परिवार नियोजन , 
निर्माण, आवास तथा नगर विकास मंत्रालय । केन्द्रीय स्वास्थ्य सेवा 
क्लास-I का सुपरटाइम ग्रेड-II । वेतनः -रु० 1300- 60-1600 
100-1800/- तथा साथ में वेतन के 50 % की दर से प्रैक्टिस न 
करने का भत्ता जो अधिकतम रु . 600/- प्रतिमास होगा । आयु: 
50 वर्ष या उससे कम । योग्यताएं : अनिवार्यः( i) भारतीय मेडिकल 
काउंसिल अधिनियम , 1956, की प्रथम या द्वितीय अनुसूची में 
अथवा तृतीय अनुसूची के भाग II में सन्निहित ( लाइसेंशिएट 
योग्यताओं को छोड़कर ) मान्य मेडिकल योग्यता । तृतीय अनुसूची 
के भाग II में सन्निहित शैक्षिक योग्यताओं वाले उम्मीदवारों को 
भारतीय मेडिकल काउंसिल अधिनियम , 1956, की धारा 13( 3 ) 
में निर्धारित शर्तों को पूरा करना होगा । ( ii ) स्नातकोत्तर डिग्री 
योग्यताएं , जैसे एम० डी०, एम० आर० सी० पी० , एफ० आर० 
सी० पी० अथवा समकक्ष योग्यता । ( iii) बारह वर्ष का व्यावसायिक 
अनुभव जिसमें निर्धारित स्नातकोत्तर योग्यताओं के बाद किसी मेडि 
कल कालेज संस्था में मेडिसिन के सह-प्राफेसर/सहायक प्राफेसर 
रीडर के पद पर कम से कम छः वर्ष का अनुभव सम्मिलित हो । 
(iv ) चिकित्सा सहायता/ चिकित्सा अनुसंधान चिकित्सा शिक्षण 
या लोक -स्वास्थ्य संगठन के क्षेत्र का विस्तृत व्यावहारिक तथा 
प्रशासनिक अनुभव । 


- 


- 


. . 


. . 
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शुद्धि -पत्र 

उत्तीर्ण कर ली हो । विशेष मामलों में , आयोग यदि चाहे तो , 

उपर्युक्त योग्यताओं में से कोई योग्यता न रखने वाले उम्मीदवार 
एक मेडिकल अफ़सर, स्वास्थ्य , परिवार नियोजन, निर्माण , 

को शैक्षिक रूप से योग्य मान सकता है किंतु शर्त यह है कि उसके पास 
आसास तथा नगर विकास मंत्रालय । केन्द्रीय स्वास्थ्य सेवा क्लास-I 

ऐसी योग्यताएं हों जिनका स्तर आयोग के विचार से उक्त चयन 
का विशेषता ग्रेड ( प्रतिनियुक्ति पव ) संवर्भ :- आयोग के विज्ञापन 

हेतु उसके बारे में विचार किए जाने को न्यायोचित ठहराता हो । 
संख्या 20 की मद- संख्या 21, दिनांक 17- 5- 69 । सर्व -साधारण की 
जानकारी के लिए अधिसूचित किया जाता है कि उक्तपद के लिए 

नोट :---कमीशन दिए जाने से पूर्व उम्मीदवारों को नए सिरे से 
विज्ञापित अनिवार्य योग्यता ( ii ) में दी गई स्नातकोत्तर योग्यताओं 

मेडिकल परीक्षा देनी होगी और इसके लिए उन्हें चुने हुए केन्द्रों पर 
को संशोधित करके इस प्रकार पढ़ा जाए , " लोक स्वास्थ्य सहित 

उपस्थित होना पड़ेगा । 
एम० सी०, डी० एस -सी० ( लोक स्वास्थ्य ) , डी०आर० पी० एच० , 

2. जो उम्मीदवार उपर्युक्त · चयन हेतु विचार किए 
एम० पी० एच०, डी० पी० एच०, डी० टी० एम० एंड एच० , एल० जाने के इच्छुक हों उन्हें चाहिए कि वे निम्नलिखित विवरण देते 
पी० एच० , डी० आई० एच०, डी० टी० एम० " । अन्य शर्ते पूर्ववत हुए सचिव , संघ लोक सेवा आयोग, धौलपुर हाउस , नई दिल्ली - 11 , 
रहेंगी । आवेदनपन्न स्वीकार करने की अंतिम तारीख बढ़ाकर को तुरंत आवेदन करें । 
11- 8- 69 (विदेशों में तथा अंडमान , निकोबार, लकादीव, मिनि 

(i ) नाम तथा पत्र-व्यवहार का पूरा पता । 
क्याय एवं अमिनदिवि द्वीपसमूहों में रहने वाले उम्मीदवारों के लिए 

( ii ) नेशनल डिफेंस एकेडेमी परीक्षा का महीना और वर्ष , 
25- 8- 69 ) कर दी गई है । 

जिसके आधार पर उसने नेशनल डिफेंस एकेडेमी 

में प्रवेश हेतु अर्हता प्राप्त की हो । 
जनवरी, 1970 से प्रारंम होने वाले कोर्स के लिए परिशोधित 

( iii ) उपर्युक्त (ii) से संबद्ध रोल नम्बर । 
विशेष प्रवेश योजना के अंतर्गत भारतीय नौसेना के लिए चयन 

( iv ) मैट्रिकुलेशन अथवा समकक्ष परीक्षा से लेकर अब तक 
नौसेना प्रशिक्षण प्रतिष्ठानों में जनवरी, 1970 , से प्रारंभ होने 

उत्तीर्ण की गई सभी परीक्षाओं का विवरण जिसमें 
वाले कोर्स के लिए परिशोधित विशेष प्रवेश योजना के अंतर्गत 

परीक्षा के विषय, उत्तीर्ण होने का वर्ष तथा विश्व 

विद्यालय बोर्ड/ संस्था का नाम दिया जाए । 
स्पेशल एंट्री कैडेटों की हैसियत से भारतीय नौसेना में प्रवेश हेतु 
40 नौसेना कैडेटों का चयन उन उम्मीदवारों में से किया जायेगा , ( v ) मूल प्रमाण -पत्र ( उसको प्रतिलिपि/ उनकी प्रति 
जिन्हें मई, 1967, में , तथा उससे पूर्व, ली गई नेशनल डिफ़ेस एकेडेमी 

लिपिओं के साथ ) जिसमें जिनमें उत्तीर्ण परीक्षाओं 
परीक्षा के परिणामों के आधार पर नेशनल डिफेंस एकेडेमी में 

के नाम तथा उन परीक्षाओं हेतु अध्ययन के विषय 
प्रवेश के लिए आयोग द्वारा अनुशंसित किया गया था किंतु रिक्तियां 

दिए गए हों । 
नहोने के कारण नेशनल डिफेंस एकेडेमी में प्रवेश नहीं दिया जा सका 
था । केवल अविवाहित उम्मीदवार ही विचार किए जाने के पात्र 

जो उम्मीदवार पहले से ही सरकारी सेवा में हों ( थल, जल , 
होंगे । उन्हें निम्नलिखित शर्ते भी अवश्य पूरी करनी चाहिए । तथा वायु सेना में सेवारत उम्मीदवारों सहित ) उन्हें अपने आवेदन 
प्राय -सीमाएं : उम्मीदवार का जन्म 2 जनवरी , 1950 से पूर्व का 

पन्न संबद्ध विभाग कार्यालय के अध्यक्ष अथवा कमांडिंग अफ़सर , 
नहीं होना चाहिए तथा 1 जनवरी, 1953, के बाद का नहीं होना 

जैसी स्थिति हो , को मार्फत ही भेजने चाहिए । अन्य सभी उम्मीदवारों 
चाहिए । इन आयु -सीमाओं में किसी भी स्थिति में छूट नहीं दी जा के आवेदन-पत्र , चाहे वे गैर - सरकारी नौकरी में लगे हों या सरकारी 
सकती है । योग्य ए : उम्मीदवार ने निम्नलिखित में से कोई एक औद्योगिक संस्थानों आदि में काम कर रहे हों , सीधे लिए जाएंगे । 
परीक्षा अवश्य र्ण कर ली हो : ( क ) किसी मान्यताप्राप्त 

अंतिम तारीख : - - आवेदन- पत्न ( सादे काग़ज़ पर ) सभी आव 
विश्वविद्यालय बोर्ड से गणित , भौतिकशास्त्र तथा रसायनशास्त्र 

श्यक प्रमाण-पत्र आदि के साथ सचिव , संघ लोक सेवा आयोग , 
विषयों के साथ इंटरमीडिएट या समकक्ष परीक्षा; अथवा किसी 

धौलपुर हाउस , नई दिल्ली - 11 , के पास 1 सितंबर , 1969 ( विदेशों 
मान्यताप्राप्त विश्वविद्यालय से गणित , भौतिकशास्त्र तथा रसायन 

में तथा अंडमान एवं निकोबार, तथा लकादिव, मिनिषवाय और 
शास्त्र विषयों के साथ त्रिवर्षीय डिग्री कोर्स की प्रथम वर्ष की परीक्षा , 

अमिनादविद्वोपसमूहों में रहने वाले उम्मीदवारों द्वारा 15सितम्बर, 
अथवा किसी मान्यताप्राप्त विश्वविद्यालय / संस्था की प्री - इंजीनियरी 

1969 ) तक अवश्य पहुंच जाने चाहिए । 
या समकक्ष परीक्षा, अथवा किसी मान्यताप्राप्त विश्वविद्यालय संस्था 
से पंचवर्षीय इंजीनियरी डिग्री कोर्स की प्रथम वर्ष की परीक्षा, अथवा 

आवश्यक :- आवेदन -पत्र आवेदन -पत्रों के लिफ़ाफ़ों पर सबसे 
( ख ) किसी मान्यताप्राप्त विश्वविद्यालय बोर्ड की इंटरमीडिएट या ऊपर निम्नलिखित शब्द अवश्य लिखें जाएं : " जमवरी, 1970 से 
समकक्ष परीक्षा , अथवा किसी मान्यताप्राप्त विश्वविद्यालय के प्रारम्भ होने वाले कोर्स के लिए परिशोधित विशेष प्रवेश योजना के 
त्रिवर्षीय डिग्री कोर्स की प्रथम वर्ष की परीक्षा, किंतु शर्त यह है कि अंतर्गत भारतीय नौसेना के लिए चयन " 
उपयुक्त कोर्स में सम्मिलित होने से पूर्व उसने किसी मान्यताप्राप्त 
बोर्ड की हायर सेकेंडरी परीक्षा/ इंडियन स्कूल सर्टिफिकेट परीक्षा 

राजेन्द्र लाल 
किसी मान्यताप्राप्त विश्वविद्यालय की प्री -यनोवर्सिटी परीक्षा 

सचिव 
गणित , भौतिकशास्त्र तथा रसायनशास्त्र के परीक्षा-विषयों के साथ 

संघ लोक सेवा आयोग । 
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UNION PUBLIC SERVICE COMMISSION 

New Delhi- 11, the 2nd July 1969 
No. P / 1601 - Ests . ( A ) ( I) . Shri Hasrat Suharwardy , a 
temporary Junior Research Officer (Urdu ) in the office 
of the Union Public Service Commission relinquished 
charge of the office of Junior Research Officer ( Urdu ) 
with effect from the afternoon of 2nd July , 1969 , 
consequent on the acceptance of his resignation from 
service from the same date . 

R . K . G . RAU 

Under Secretary 
Union Public Service Commission 


duties , with effect from the date he actually takes over 
charge upto the 31st March , 1971, 
His headquarters will be at Kavaratti 

A . CHANDRA SEKHAR 
Registrar General, India 


New Delhi - 11, the 2nd July 1909 
No. F .6 / 1 / 69 - Estt . ( A ) ( II) . — The President is pleased 
to appoint Shri M . L . Kacker , a permanent Assistant 
of the Central Secretariat Service cadre of the Union 
Public Service Commission , to officiate in the Section 
Officers Grade of the Service for a period of 60 days 
from the 2nd July, 1969 to 30th August , 1969 . 

R . K . G . RAU 

Under Secretary 
( Incharge of Administration ) 
Union Public Service Commission 


Directorato General, Central Reserve Pollce 

New Delhi- 1, the 3rd July 1969 
No . D . I. 1 / 89 - E8ts. — Whilo proceeding on 82 days 
leave of the kind due, Shri S . B . V . Raju relinquished 
charge of the post of Commandant 32nd Battalion , Cen 
tral Reserve Police on the forenoon of 20 - 4 - 1969. His 
services stand replaced at the disposal of the State 
of Andhra Pradesh , on the expiry of leave. 

No. 0 . 11 - 164 / 69 -Ests.- On the expiry of his tenure of 
re - employment in the Central Reserve Police , Lt. Col. 
S . S . Kanbargimath , relinquished charge of the post 
of Commandant 42nd Battalion Central Rescrve Police, 
Avadi on the afternoon of 14th June 1969 . 

The 4th July 1969 
No. T . IX - 1 /69 -Ests. — While proceeding on leave, 
Major M , S . Dhillon relinquished charge of the post 
of Commandant, 41st Battalion , Central Reserve Police 
on the afternoon of 21st April , 1969 and after expiry 
of leave, assumed charge of the post of Commandant, 
Group Centre, Central Reserve Police, Kishangarh , on 
the forenoon of 9th June, 1969 . 

S . M , PARANJPE 
Assistant Director ( Adm .) 

for Director General 
Central Reserve Police 


OFFICE OF THE CHIEF CONTROLLER OF PRINTING 

AND STATIONERY 

New Delhi, the 3rd July 1969 
No. G ( 12 ) A - III. — Shri Manoranjan Roy has been 
appointed to officiate as Assistant Manager ( Tech ) in 
the Govt. of India Press , K , S , Roy Road , Calcutta 
with effect from 15 - 4 - 1969 ( F . N .) until further orders. 

P . K . SEN 
Chief Controller of Printing & Stationery 


New Delhi-1, the 7th July 1969 
No. 0 . 11 - 170 / 69 -Ests. — The President is pleased to 
appoint on re - employment Major Kartar Singh Loyal 
as Assistant Commandant in the Central Reserve Police 
on a temporary basis until further orders. 

2 . He is posted to 3rd Signals Battalion at Rampur 
with effect from 25 - 6 - 1969 ( F .N .) . 


MINISTRY OF HOME AFFAIRS 

Intelligence Bureau 

New Delhi, the 3rd June 1969 
No. 7 /Est/ CI/ 56 ( 414 ) / 1576. — The Director , Intelll 
gence Bureau hereby appoints Shri S . K Bhatia 
Assistant Central Intelligence Officer Grade - I (Direct 
Recruit ) , on an ad hoc basis , to the post of Deputy 
Central Intelligence Oficer in the Intelligence Bureau , 
New Delhi with cffect from the forenoon of 18th June 
1969, in a temporary capacity until further orders. 

M . C . PANT 
Joint Deputy Director 

for Director 


No . 0 . 11 - 89 / 69 - Ests . — The President is pleased to 
appoint on re - employment Lt. Col. D . K . C . Dutta , as 
Commandant in the Central Reserve Police in a tem 
porary capacity till further orders . 

2 . He took over charge as Commandant, 32nd Batta 
lion , Central Reserve Police on the afternoon of 7th 
June, 1969 . 


New Delhi-22, the 8th July 1969 
No. A . VI-21/ 69 - Ests. - .In excrcise of the powers conferred 
by Section 4 (i) of the Central Reserve Police Force Act, 1949 
(66 of 1949 ), the Central Government hereby appoints to the 
Central Reserve Police the following officers as Company 
Commander / Quartor Mister on a tomporary basis with effect 
from the dates shown against each until further orders . 


Central Bureau of Investigation 

New Delhi, the 7th July 1969 
No . S - 7 /69- Ad . v . - The President is pleased to appoint 
Shri S . K . Guha Mazumdar, an I. P . S , Officer on depu 
tation from West Bengal Police Cadre, as Supdt. of 
Policc. Central Bureau of Investigation , TOW , Calcutta 
with effect from 9 -6 - 1969 ( F . N .) , until further orders, 

F , V . ARUL 

Director 
Central Bureau of Investigation 


2 . They are posted to the Battalion /Institution shown against 
their naines : 


No. 


S . Name of Officer Dato on which Battalion to 

- reported which posted 
1. Shri Harbhagwant Singh 13 -6 -1969 ( F . N .) 51st Br, CRP . 
2 , Shri N , Prasad 

16 -6 - 1969 ( F .N .) RTC , CRP, 

Avadi, Mad 
ras . 


Office of the Registrar General, India 

New Delhi-11, the 5th July 1969 
No. 6 / 15 /69 - Ad . I. - The President is pleased to 
appoint Shri C . H . Naire, Administrator, Laccadive , 
Minicoy and Amindiyi Islands as Superintendent of 
Census Operations, Leccadive , Minicoy and Amindivi 
Islands, in ex - offlcio capacity , in addition to his normal 


V . G . KANETKAR 

Director General 
Central Reserve Police 
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Inspector General of Pollce, Sector - II 

Central Reserve Polico 

New Delhi- 22 , the 4th July 1969 
No . 0 .11-50 /68 – Conscquent on their transfer the following Gazelted Officers of CRP handed /took over charge of the posts 
as shown below :- - 


S , 
No . 


Namc 


Rank 


From 


10 


Dato of Handing 

over 


Dato of taking 

over 


1. Shri Syed Obuidullah 
2. Shri J. B , S , Bains 


DYSP 
DYSP 


43rd Bn CRP 
17th Bn CRP 


10 -6 - 1969 (AN ) 
31 - 5 - 1969 (AN ) 


17th BN CRP 
43rd Bn CRP 


20 -6 -1969 ( FN ) 
10 -6 - 1969 (AN ) 


B . B . MISHRA , 
Inspector General of Police 


Deptt. of Atomic Energy , Bombay, pro forma promo 
tion in the Accounts Officer s grade in the office of the 
A , G . Maharashtra in an officiating capacity until 
further orders with effect from 13 - 5 - 1969 forenoon the 
date on which Shri K . J . Rajamani was granted acting 
promotion as Accounts Officer vide this office notifica 
tion No . 2 dated 21 - 5 - 1989 . 

T . K . SETHURAMAN 
Senior Deputy Accountant General (HQ ) 


Office of the Inspector General of Police (Sector- I) 

Central Reserve Police 
New Delhi- 22 , the 2nd June 1969 
No. 0 . 11 - 150 / 63 -64. — Conscquent on his transfer , Shri 
B . S . Rekhi, relinquished charge of the post of Assist 
ant Commandant, ist Bn ., Central Reserve Police on the 
l orenoon of 14th June, 1969 and took over charge of 
the post of Assistant Commandant ( Staff Officer to the 
I. G . P . Sector - I ) , Central Reserve Policc on the forc 
noon of 25th June, 1969 . 

The 7th July 1969 
No . 011- 472 /68.- - Consequent on his transfer , Shri 
R . Rameshwar Rao, relinquished charge of the post 
of Deputy Superintendent of Police ( Company Com 
mander ) 36th Battalion , Central Reserve Police , 
Plutsero -Kohima (Nagaland ) on the afternoon of 9th 
June, 1969 and took over charge of the post of Deputy 
Superintendent of Police Company * Commander ) , 
Group Centre , Central Reserve Police , Hyderabad on 
the forenoon of 24th June 1969. 

N . RAMA IYER 
Inspector General of Police ( Sector - I) 

Central Reserve Police 


Office of the Accountant General, West Bengal 

Calcutta - 1, the 2nd July 1969 
No, Admn./ PF / 1221 - 26 . - The Accountant General, 
West Bengal, has been pleased to appoint Shri Kanai 
lal Saha , a permanent S . A . S . Accountant, to officiate 
as an Accounts Officer with effect from the afternoon 
of 26 - 6 - 1969 until further orders. 

The 3rd July 1969 
No . Adinn . / PF / 1243 - 45 . - Shri U . S . Mukherjee, an 
olllciating Asstt. Accountant General, retired from 
service on superannuation in the forenoon of 1 - 7 - 1969 . 

P . K . BOSE 
Sr. Dy. Accountant General ( T ) 


INDIAN AUDIT AND ACCOUNTS DEPARTMENT 
Office of the Comptroller & Auditor General of India 

Commercial Audit Wing 

New Delhi, the 4th July 1969 
No. 593 -CAI/ 214 -69. — The Additional Deputy Comp 
troller & Auditor General ( Commercial) has been pleas 
ed to appoint Shri P . K , Dutta Roy a permanent 
S . A . S . (Commercial ) Accountant of the officc of the 
„ Accountant General, West Bengal, Calcutta to officiate 
as Audit Officer ( Commercial) and post him as such 
in the same office with effect from 13 - 6 - 1969 ( A . N .) 
until further orders. 

No. 601- CAI / 193 -69. - The Additional Deputy Coin 
ptroller & Auditor General of India (Commercial) has 
been pleased to appoint Shri T . N . Sharma, Audit Offi 
cer ( Commercial) , a permanent S . A . S . ( Commercial) 
Accountant of the office of the Chief Auditor, Com 
inercial Accounts , Northern Region , New Delhi, to offi 
ciate as Audit Oncer ( Commercial ) and post him as 
such in the office of the Chief Auditor , Commercial 
Accounts, Calcutta , with cffect from 18th June, 1969 
( F . N .) until further orders. 

A . N . MUKHOPADHYAY 
Asstt. Compt. & Ar, Genl. ( Commercial) 


OFFICE OF THE CONTROLLER GENERAL OF 

DEFENCE ACCOUNTS 

New Delhi, the 8th July 1969 
No. 40011 ( 2 ) / 66 / AN / A . - Shri H . S . Bhargavu , Per 
manent Accounts Officer in the office of the Con 
troller of Defence Accounts (Central Commana ) , 
Meerut having been permitted to rctirc from service 
voluntarily with effect from thc forenoon of 28 - 7 - 1969 
in accordance with the provisions of Article 459 ( i) 
CSR as substituted by Ministry of Finance ( Depart 
ment of Expenditure ) notification No. F . 12 ( 9 ) -EV ( B ) / 
65 dated 23 - 7 - 1966 will be transferred to the Pension 
Establishment from the same date . He has however 
been granted Earned Leave from 28 - 4 - 1969 to 27 - 7 - 1969 
as lcave pending retirement. 


N . RAJAN 
Deputy Controller General of Defence Accounts 


Onice of the Accountant General, Maharashtra 

Bombay , the 17th June 1969 
No . Adinn . I/ IAD / 31 / 2445 . - The Accountant-General, 
Maharashtra , Bombay, has been pleased to grant to 
Shri S . Umapathy , a member of the SAS of the office 
of the Accountant-General, Maharashtra at present on 
deputation with the Trombay Township Project of the 


DIRECTORATE GENERAL : ALL INDIA RADIO 

(Plannlırg and Development Unit ) 

New Delhi, the 4th July 1969 
No. 3 ( 9 ) / 68 - D ( S ) . - Shri P . K . Gupta , S . A . S . 
Accountant in the office of Accountant General, West 
Bengal, Calcutta has been appointed , on deputation , to 
the post of Accounts Officer in the scale of Rs. 590 - 30 
830 - 35 -900 in the office of the Regional Engineer ( East ) . 
All India Radio , Calcutta w . e .f. 23 - 6 - 1969. 

S . N . MITAL 
Dy . Director of Administration 

for Director General 
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Inspection ( Engg .) and assumed charge of the office 
of Assistant Director of Inspection ( Engg .) in the 
Headquarlers office of the Directorate General of Sup 
plies and Disposals , New Delhi from the afternoon of 
the 13th June, 1969, 


DIRECTORATE GENERAL OF HEALTH SERVICES 

New Delhi, the 26th June 1969 
No. 11- 1 / 69 - Adin. .. . In continuation of this Direc 
torate s Notification of even No. dated the 24 - 5 - 1969 , 
the President is pleased to appoint Shrimati Mary 
Philipose a permanent Grade IV Officer of the C . S . S . 
to the post of Section Officer in the Directorate Gene 
ral of Health Services for a further period of 28 days 
with effect from 8th Junc, 1969 . 


The 30th June 1969 


No, A - 1 / 1 ( 800 ) . - The President is pleased to appoint 
Shri B . K . Behal, a permanent Grade lV Officer 01 
the Indian Statistical Service and working as Assist 
ant Director in the Department of Co -operation , New 
Delhi to officiate as Deputy Director ( Statistics ) (Grade 
111 of the Indian Statistical Service ) in the Directorate 
General of Supplies and Disposals , New Delhi with 
Cliect from the forenoon of the 17th May, 1969 ana 
until further orders. 


R . N . SAXENA 
Deputy Director ( Administration ) 

New Delhi, the 2nd July 1969 
No. 29 -51 / 69 - CHS, 1 . — The Director General of Hcalth 
Services hereby appoints Dr. Indu Prabha as Lady 
Medical Officer in the Special Scheme in the Central 
Government Health Scheme, Delhi with effect from 
the forenoon of the 17th June, 1969 on a purely tem 
porary basis until further orders. 

The 4th July 1969 
No, 29 - 55 / 69 -CHS. I. — The Director General of Health 
Seryices hereby appoints Dr. (Miss ) Harjit Kaur Sethi 
as Lady Medical Offcer in the Special Scheme in the 
Central Government Health Scheme, Delhi with effect 
from the forenoon of the 4th June, 1969, on a purely 
temporary basis until further orders . 


No, A - 1 / 1 ( 794 ) . - The President is pleased to appoint 
Shri Sibdas Mulherjee , Senior Economic Investiga 
tor in the Directorate General of Supplies and Dispo 
sals , New Delhi to officiate as Machine Tabularion Ulti 
cer in the same Directorate General at New Delhi with 
erect from the forenoon of the 11th June, 1969 and 
until further orders. 


The 1st July 1969 
No. A - 1 / 1 (772 ) . - On his transfer to the Ministry of 
Foreign Trade and Supply ( Department of Supply ) 
Shri D . P . Chopra relinquished charge of the post or 
Director of Complaints and Public Relations in the 
Directorate General of Supplies and Disposals , New 
Delhi on the forenoon of the 9th June, 1969 . 


No. 29 - 40 / 69 - CHS, 1, — The Director General of Health 
Services hereby appoints Dr. ( Smt. ) Aşima Ajmel 
Husain as Lady Medical Officer in the Special Scheme 
in the Central Government Health Scheme, Delhi with 
cffect from the forenoon of the 19th June, 1969 on a 
purcly temporary basis until further orders, 

T , J . SITARAM 
Deputy Director Administration (CHS ) 


nous avons vous 


corres 


No . A - 1 / 1 ( 770 ) . - Shri G . K . Saran relinquished 
charge of the post of Assistant Director of Supplies 
(Grade 1) in the Directorate General of Supplies and 
Disposals , New Delhi with effect from the afternoon 
of the 18th June, 1969 . He was granted earned leave 
for 4 days from 19 -11- 1969 to 22 - 11 - 1969, on the ex 
piry of which , his name ceased to be on the rolls of 
the Directorate General of Supplies and Disposals . 


New Delhi, the 3rd July 1969 
No. 1 - 4 /69 - CGHS. I. — Consequent on the acceptance 
of her resignation , Dr. (Miss ) P . Khastgir relinquish 
ed charge of the post of Lady Medical Officer in the 
Special Scheme under the Central Govt, Health Sche 
me, New Delhi on the afternoon of the 23rd June, 
1969. 

PARDAMAN SINGH 
Deputy Director (Admn. I) (CGHS ) 


The 2nd July 1969 
No, A - 1 / 1 ( 801) . — The President is pleased to appoint 
Shri J . D . Jain , Under Secretary in the Main Secrc 
tariat of the Ministry of Information and Broadcast 
ing as Director of Complaints and Public Relations in 
the Directorate General of Supplies and Disposals, 
New Delhi with effect from the forenoon of the 9th 
June, 1969 and until further orders . 


DIRECTORATE GENERAL OF SUPPLIES & DISPOSALS 


No. A - 1 / 1 ( 341) . — The President is pleased to appoint 
Shri S . P . Agarwal, Deputy Director (Grade II OL the 
Indian Supply Service ) to officiatc as Director of Sup 
plies (Grade I of the Indian Supply Service ) in the 
Directorate General of Supplies & Disposals, New 
Delhi with effect from the forenoon of lyth June, 1969 
and until further orders . 


T . V . ANANTANARAYANAN 
Deputy Director ( Administration ) 


New Delhi, the 1st June 1969 
No. A - 6 / 247 ( 67 ) / 57/ II . — The President is pleased to 
appoint Shri B . N . Bhattacharya , Assistant Inspecting 
Officer ( Engg .) to officiate in the Engineering Branch 
of Grade III of the IIS ( Class I) with effect from 
10 -8 - 1969 ( A .N .). 

Shri B . N . Bhattacharya relinquished charge of the 
post of Assistant Inspecting Officer (Engg .) and assum 
ed charge of the post of Inspecting Officer ( Engg.) 
in the Calcutta Inspection Circle from the afternoon 
of the 10th June, 1969. 

Ch . M . A . KHAN 
Deputy Director ( Administration ) 
for Director General of Supplies and Disposals 


New Delhi- 1, the 4th July 1969 
No, A - 1 / 1 (802 ). — Colonel S . N . Ganguli ( IC - 2741 ) 
AOC of Headquarters I Corps ( Ordnance Branch ) 
under Army Headquarters on his transfer on deputa 
tion to the Directorate General of Supplies and Dis 
posals, New Delhi assumed charge of the post of Direc 
tor of Supplies in this Directorate General with effect 
from the afternoon of 19th June, 1969 . 


New Delhi, the 28th June 1969 
No. A -6 / 247 ( 34 ) /57/ III. Consequent on his rever 
sion from the Engineering Branch of Grade II of the 
Indian Inspection Service, Shri G , N . Gidwani relin 
quished charge of the office of Deputy Director of 


T . V , ANANTANARAYANAN 

Deputy Director (Administration ) 
for Director General of Supplies & Disposals 
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Gazetted ) in U . N . D . P ( S , F ) . Project with his Hqrs. 
at Jodhpur with effect from 23 - 6 - 1969 ( F . N .) . 

M . P . PANDEY 
Superintending Engineer 


New Delhi - 1, the 5th July 1969 
No. A - 1 / 1 (633 ). - Shri K . S . K . Moorthy, officiating 
Assistant Director ( Administration ) (Grade II) in the 
Directorate of Inspection (Metallurgical) Jamshedpur 
relinquished charge of that post with effect from the 
forenoon of 28th May , 1969 on his reversion to the 
non -gazetted post of Head Clerk in tho same Directo 
rate . 

T . V , ANANTANARAYANAN 
Deputy Director ( Administration ) 


ANTHROPOLOGICAL SURVEY OF INDIA 

Calcutta - 13 , the 2nd July 1969 
No. 4 -46 / 69 / Estt. The Director, Anthropological 
Survey of India , hereby appoints Shri Govind Mohan 
Trivedi as Assistant Linguist in the Anthropological 
Survey of India in a temporary capacity with effect 
from the forenoon of the 17th June, 1969, until further 
orders. 


C . T . THOMAS 
Administrative Officer 


BHABHA ATOMIC RESEARCH CENTRE 

(Personnel Division) 

Bombay -85, the 2nd July 1969 
NO , PA / 34 ( 1 ) / 68 - R -IV . - The Controller , Bhabha 
Atomic Research Centre, appoints Shri Seshadri 
Raghunathan , a permanent Assistant Security Officer 
in Bhabha Atomic Research Centre , to officiate as 
Security Officer , in the same Research Centre , with 
effect from the forenoon of March 26 , 1969 until further 
orders. 

The 4th July 1969 
No. PA / 76 (4 ) / 68 - R - IV . — The Controller, BARC , 
appoints the following persons to officiate as Assistant 
Accounts Officer in a temporary capacity in the Bhabha 
Atomic Research Centre, with effect from the after 
noon of May 3 , 1969 , until further orders : 
S. No . Name and Post held before present appointment 

1. Kum . Nergesh Minocher Merchant, Permanent 

Asstt. Accountant and officiating Accountant in 

BARC . 
2 . Shri Gajanan Laxman Rao Haldipur , Permanent 

Asstt. Accountant and officiating Accountant in 

BARC . 
3 . Shri Raujec Gangaram Masurkar , Permanent 
Asstt. Accountant in BARC . 

S . P . MHATRE 
Dy. Establishment Officer ( R ) 


SURVEY OF INDIA 

Surveyor General s Ollce 

Dehra Dun , the 3rd July 1969 
No. E1 - 3825 / 1837 - - 0 & NGC . - The resignation tender 
ed by Shri S . Ramakrishnan , Officer Surveyor , No . 22 
( Photo ) Party (ND ) , Survey of India , Dehra Dun , on 
foreign service with the Oil & Natural Gas Commis 
sion with effect from 1 - 4 - 1960 , is accepted with effect 
from the forenoon of 8th June, 1968 . 


No . C - 3822 / 718 - B . The deputation of Shri Som 
Prakash , Budget and Accounts Officer, Survey of India , 
Dehra Dun , who reported for duty in the Surveyor 
General s Othce on the forenoon of the 27th Jan ., 
1965 on transfer from the office of the Accountant 
General , Punjab , Simla , is further extended for a 
period of six months with effect from 20 – 7 - 1969, on 
the existing terms and conditions except that he will 
not be eligible for deputation (duty ) allowance dur 
ing the above extended period of deputation in terms 
of para 2 of the Government of India , Ministry of 
Finance (Department of Expenditure ) O . M . No. 
F . 10 ( 24) - E - IN / B /60 dated the 29th August, 1966 . 


J . S . PAINTAL 

Brigadier 
Surveyor General of India 


CENTRAL PUBLIC WORKS DEPARTMENT 

New Delhi, the 7th July 1969 
No. 4 / 5 /69 - Adm .IV . - The Engineer - in - Chief is 
pleased to appoint Shri Arun P . Karandikar as Assist 
ant Architect in the C . P . W . D . on a pay of Rs, 425 p . m . 
in the scale of Rs. 350 - 25 - 500 - 30 -590 -EB - 30 - 800 - EB - 30 
880 - 35 - 900 with effect from 29th May 1969 ( A . N .) . 


R . L , AHLUWALIA 
Dy . Director of Administration 

for Engineer - in -Chief 


NATIONAL ARCHIVES OF INDIA 

New Delhi- 1, the 3rd July 1969 
No. F . 18 / 5 /69 - A .1. - Shri S . M . Jaiswal, Permanent 
Assistant Archivist (Grade I (General Cadre) i ( Class II 
Non -Gazetted -Non -Ministerial) is appointed to officiate 
as Archivist (General Cadre ) ( Class II -Gazetted -Non 
Ministerial) , on purely ad hoc basis vide Shri M . L . 
Ahluwalia on leave with effect from 1st July 1969 to 
8th August 1969 or till the resumption of duty by Shri 
Ahluwalia , whichever is earlier. 
2 . His pay may be fixed under the normal rules . 

K . D . BHARGAVA 
Director of Archives 
Government of India 


New Delhi, the 8th July 1969 
No. 25 / 15 / 68 - Adm .IV . — The President is pleased to 
appoint Shri Sanjay Kumar De as a temporary Deputy 
Architect in the Central P . W . D . with elect from the 
afternoon of 16th June 1969. 

( Sd .) ILLEGIBLE 
for Dy. Director of Administration 


CENTRAL INSTITUTE OF FISHERIES EDUCATION 

Bombay - 58, the 30th June 1969 


EXPLORATORY TUBEWELLS ORGANISATION 

Tardiabad , the 5th July 1969 
No. 3 - 154 /69 / Adm . — Shri P . C . Ghosh is appointed 
purcly on ad hoc basis as Assistant Chemist (Class II 


No. 1 - 13 / 69 / Estb / 2680 . — Kumari Srinivasan Saroja 
is hereby appointed as Demonstrator ( Fish Processing ) 
Class IĮ Gazetted in this Institute in a temporary capa 
city on pay Rs. 350 in the scale of Rs. 350 - 20 - 450 -EB 
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effect from 13 - 1- 1969 to 9 - 3 -1969. He relinquished 
charge of his post on the forenoon of 13 - 1- 1969 before 
procceding on LPR . 


25 -575 plus usual allowances as admissible to similar 
Central Govt. servants stationed at Bombay from the 
forenoon of 16th June 1969 and until further orders . 

K . H . ALIKUNHI 

Director 


V . P . ANANTANARAYANAN 
Agriculturat Marketing Adulger 

to the Government of India 


MINISTRY OF PETROLEUM & CHEMICALS & 

MINES & METALS 


Directorate of Marketing & Inspection 


Indain Bureau of Mines 

Nagpur , the 7th July 1969 
No. 41 ( 106 ) / Estt.A . - Shri A . K . Ganguly, Perma 
nent Store Keeper , Indian Bureau of Mines is promot 
ed to officiate as Assistant Storcs Officer , Indian Bureau 
of Mines in the grade of Rs. 350 - 25 - 500 - 30 -590 -EB - 30 
800 on an ad hoc basis with effect from the afternoon 
of 4th July , 1969 until further orders. 

K . S. MAHAPATRA 

Controller 


MINISTRY OF INDUSTRIAL DEVELOPMENT 
INTERNAL TRADE & COMPANY AFFAIRS 

(Department of Industrial Development) 
Offico of the Development Commissioner 

(Small Scalo Industries ) 

New Delhi, the 25th June 1969 
No. 12 (619 ) / 89 - Adm ( G ) . – On revcrsion to the post 
of Junior Field Officer Shri H . N . Seshagiri Rao has 
relinquished the charge of the post of Assistant Direc 
tor (Gr. U ) in the Small Industries Service Institute , 
Trichur on the afternoon of 7th June 1969 . 


The 9th July 1969 
No. 12 ( 582 ) / 68 - Admn ( G ) , — The Development Com 
missioner, Small Scale Industries, New Delhi is pleased 
to appoint Shri D . P . Bose , a Quasi -permanent Jurrior 
Field Officer in the Office of the S . I. S .I., Calcutta 10 
officiate as Assistant Director (Gr. II ) in the Small 
Industries Service Institute, Madras till further orders . 
Ho assumed charge as Assistant Director (Gr. II ) in the 
forenoon of 24th June 1969. 


J. S . BHATNAGAR 

Deputy Director ( Admn .) 
for Development Commissioner ( SSI) 


MINISTRY OF FOOD , AGRIOUTURE, COMMUNITY 

DEVELOPMENT & COOPERATION 

(Department of Agriculture) 
Directorate of Marketing & Inspection 

Nagpur , the 4th July 1969 
No, F . 5 (32 ) /61- D .I. For the purpose of the Govern 
ment of India , Ministry of Finance , ( Department of 
Revenue & Company Law ) Notification No. ( i) CSR 
904 , dated the 27th June, 1964 , the Ministry of Finance 
(Revenue Division ) Notification No. ( u ) SRO 3184, 
dated the 28th December , 1956 and ( iii) 83 , dated the 
29th July , 1961 ( iv ) 3752 dated the 26th December , 
1955 and ( v ) 157 dated the 22nd June, 1963, published 
in the Gazette of India , Part - II, Section III dated the 
27th Junc, 1964 , 28th December, 1956 and 29th July , 
1961 , 26th December , 1955 and 22nd June, 1963 , res 
pectively , I hereby authorise Shri B . L . Srivastava, 
Marketing Officer, Dte . of Marketing and Inspection , 
Eastern Regional Office , Calcutta to issue Certificate 
to the effect that the Vegetable Oils, Sandalwood Oil , 
Palmarosa Oil, Lemongrass Oil and Vetiver Oil have 
been graded in accordance with the provisions of the 
Vegetable Oils Grading and Marking Rules, 1955 and 
the Essential Oils Grading and Marking Rules, 1954 
issued under Section 3 of the Agricultural Produce 
(Grading & Marking ) Act, 1937 ( 1 of 1937) . 


New Delhi, the 2nd July 1969 
No. 15 / 4 / 68- A . VI. — The Development Commissioner , 
Small Scale Industries , is pleascd to grant proforma 
promotion (under the next below rule ) to Shri K . B . 
Singh , a quasi- permanent Junior Field Officer in the 
Small Scale Industries Development Organisation ( at 
present on deputation to the Integrated Training Cen 
trc, Hyderabad as Specialist) , as Assistant Director 
(Grade II) in Industrial Management & Training Divi 
sion of the Small Scale Industries Development Orga 
nisation with effect from the 16th June 1969 , until 
further orders. 

K . V . NARAYANAN 
Deputy Director ( Administration ) 


The 7th July 1969 


No. F . 3 / 239/ 67- Adm .I. - Shri T . J. Kamalanathan , 
Junior Scientific Officer, Bombay, relinquished charge 
of his post on the afternoon of 16 - 5 - 1969, consequent 
on his superannuation from Government scrvice . 


He has been thereafter granted earned leave for 
32 days with effect from 17 - 5 - 1969 to 17 - 6 - 1969 and 
124 days half pay leave from 18 - 6 - 1969 to 19 - 10 - 1969 . 


MINISTRY OF FOREIGN TRADE & SUPPLY 

(Department of Foreign Trade) 
Office of the Chief Controller of Imports & Esports 
IMPORT AND EXPORT TRADE CONTROL 

( ESTABLISHMENT ) 

New Delhi, the 3rd July 1969 
No, 6 / 857/68- Admn (G ) /3188. - The Chief Con 
troller of Imports & Exports hereby appoints Shri Y . R . 
Kuppuswamy a Section Head in the office of the Joint 
Chief Controller of Imports & Exports, Madras as Asstt . 
Controller of Imports and exports in the same 
office with effect from the forenoon of 16 - 4 - 1969 to 
30 - 5 - 1969 , 


The 8th July 1969 
No, F . 3 / 243 /67- Adm . I. - Shri D . D . Pandey , Assistant 
Marketing Officer , Vegetable oils Grading Scheme, 
Bhavnagar, superannuated from Government service 
on the afternoon of 9 - 3 - 1969, after availing LPR with 
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IHOL . 4 


MEMORANDUM 


The 5th July 1969 
No. 6 / 880 / 69 - Admn (G ) / 3208. — The Chief Controller 
of Imports & Exports hereby appoints Shri Pallath 
R . Menon Section Head in the office of the Jt. Chief 
Controller of Imports & Exports , Madras as Asstt . 
Controller in the same office in an officiating and 
ad -hoc capacity with effect from 28 - 4 - 1969 to 7 - 6 - 1969 . 


SUB : Issue of duplicate Customs clearance purposes 

copy of import licence at the request of the 
licensee import licence No. P / S / 8910325 / C / 
XX / 30 / M /27- 28 / 05 / 458 dated 8 - 1 - 1969 issued 
for April 68 / March 69 period for import of 
Stainless steel sheets / strips 0 .6 mm valued at 
Rs. 9 ,950 / - under General Currency Area , 


REF : Letter dated 20 - 6 - 1969 from M / s. Noble Indus 

tries , 10 , Reliance Rice Mills Street , Madras - 1. 


No. 6 / 860 / 69 -Admn. ( G ) / 3227 . — The Chief Controller 
of Imports & Exports hereby appoints Shri R . K . 
Dhawan , permanent in Grade II of the C . S .S . Ministry 
of Industrial Development, Intemal Trude and Com 
pany Affairs (Deptt, of Industry ) and working as an 
Officcr on Special Duty in the Administrative Reforms 
Commission , as Assistant Controller of Imports & 
Exports in the office of the Joint Chief Controller of 
Imports & Exports , C .L . A ., New Delhi in an officiating 
capacity , with effect from the forenoon of 25th June 
1969, until further orders . 


No. IMP/ SM / 27 /05 / 458 .-- M / s . Noble Industries, 4, 
Basin Water Works Street, Madras - 1 had obtained an 
import licence No. P / S / 8910325 / C / XX / 30 / M / 27 - 28 / 
05 / 458 dated 8 - 1 - 1969 for Rs. 9 ,950 / - for the period 
April 68 /March 1969. They have applied for the issue of 
duplicate Customs clearance purposes copy of import 
licence on the ground that the above Customs clearance 
purposes copy of the licence has been lost /misplaced 
without having been utilised . In support of this con 
tention , the applicant has Aled an affidavit in the 
stamped paper in the prescribed manner . 


2 . Shri Dhawan will draw pay according to rules in 
the scale of Rs. 400 - 25 -500 - 30 -500 - EB - 30 - 800 . 


The 9th July 1969 
No. 6 ( 879 ) / 69 -Admn (G ) / 3311. — The Chief Control 
Icr of Imports & Exports , hereby appoints Shri T . A . M . 
Pillai Section Head in the office of Joint Chief Con 
troller of Imports & Exports , Madras as Assistant Con 
troller in the same office in an officiating and purely 
ad hoc capacity with effect from the forenoon of 
3 - 5 - 1969 to 13 - 8 - 1969 . 


I am satisfied that the original Customs clearance 
purposos copy of the import licence No. P / S / 8910325 / 
C / XX / 30 / M / 27- 28 /05 / 458 dated 8 - 1 - 1969 has been 
lost /misplaced and direct that a duplicate Customs 
clearance purposes copy of import licence should be 
issued to the applicant. The original Customs clear 
ance purposes copy of import licence No . P / S / 
8910325 / C / XX / 30 / M / 27 - 28 / 05 / 458 dated 8 - 1 - 1969 is 
hereby cancellcd . 

C . G . FERNANDEZ 
Asstt. Director ( Shipping ) & Ex -Oficio 

Dy . Asstt . Iron & Steel Controller 


J. P . SINGHAL 

Section Officer 
for Chief Controller of Imports and Exports 


Office of the Dy. Asstt. Irou & Steol Controller 


Madras - 6 , the 3rd July 1969 


SUB : Issue of duplicate Customs clearance purposes 

copy of import licence No. P / S / 8910325 / C / 
XX / 30 / M / 27 -28 / 05 /458 dated 8 - 1 - 1969 issued 
for April 68 / March 69 period for import of 
Stainless steel sheets 0 .5 mm valued at 
Rs. 9 ,950 / - under General Currency Area . 


OVERSEAS COMMUNICATIONS SERVICE 

Bombay, the 5th July 1969 
No. 1 / 184 / 89 - Est. - Shri V . P . Kandavelų , Permanent 
Assistant Supervisor , New Delhi Branch , who was 
appointed as Supervisor in an officiating capacity at 
the same Branch with effect from the forenoon of the 
21st April , 1969 , and until further orders, against a 
short - term vacancy vide this Office Notification No. 1 / 
184 / 69 - Est , dated the 23rd May , 1969 , has been revert 
ed to his substantive post of Assistant Supervisor with 
effect from the afternoon of the 31st May 1969 . 

P . K . G . NAYAR 
Administrative Officer 
for Director General 


REF : 1. Your letter dated 20th June , 1969. 

2 . This office Memorandum of even number 

dated 3 - 7 - 1969 . , 


No, IMP / SM / 27 /05 / 458 . - In continuation of this 
office Memorandum of even number dated 3 - 7 - 1969, 
I am to forward herewith the duplicate Customs 
clearance purposes copy of the above Import licence 
as requested by you in your letter under reference . 


MINISTRY OF TOURISM & CIVIL AVIATION 


The original licence which is reported to have been 
lost /misplaced has been cancelled in this office Memo 
randum of even number dated 3 - 7 - 1969 . 


Indian Meteorological Department 

New Delhi- 3, the 3rd July 1969 
No, E ( 1) 03708. - The Director General of Observa 
tories hereby appoints Shri S . C . Kar , Professional 
Assistant, Office of the Dy. Director General of Obser 
vatories ( Instruments ) , New Delhi, as Assistant 
Meteorologist in an officiating capacity with effect 
from the forenoon of 3rd June, 1969 and until further 
orders, 


You are hereby directed to return the original Cus 
toms clearance purposes copy of the above said import 
licence to this office as and when found, without any 
delay and without it being utiliscd . 


694 


THE GAZETTE OF INDIA , JULY 19, 1969 (ASADHA 28, 1891) 


[PART 011 - Sec . 1 


it 


Shri S . C . Kar remains posted in the office of the 
Dy. Director General of Observatories ( Instruments ) , 
New Delhi. 

M . R . N . MANIAN 

Assistant Meteorologist 
for Director General of Observatories 


(til) All persons or classes of persons 

within the revenue district of 
Champaran who are assessable 
to Wealth tax linder the Wealth 
tax act, 1957 (27 of 1967 ). 


(iv) All persons residing in or having 

their principal place of business 
profession , vocation or having 
income from other sources with 
in the Motihari Sub - division or 
the revenue district of Cham 
paran , 


CENTRAL WATER AND POWER COMMISSION 

(Water Wing) 
New Delhi- 22 , the 7th July 1969 
No . 14 /554 / 66 - Adm . V . - The Chairman , Central 
Water and Power , Commission , hereby appoints Shri 
L. C , Şarin to officiate as an Extra Assistant Director 
( Stat.) in the Central Water and Power Commission 
on a purely temporary and ad hoc basis in the scale 
of Rs. 350 - 25 - 500 - 30 -590 -EB - 30 - 800 -EB - 30 -830 - 35 - 900 
for a period of 3 months with effect from the forenoon 
of the 3rd June, 1969, 

Shri L . C . Sarin took over charge of the office of 
Extra Assistant Director ( Stat .) in the Central Water 
and Power Commission (Water Wing ) with effect 
from the above date and time. 


(v ) All porsons who are partners in 

the firm falling under item (iv ) 
above . 


( vi) All persons deriving income 

from salary who are under the 
audit control of A . G . Bibar and 
whose offices are located within 
the revenue dist, of Champaran , 
no portion of his income falls 
to be assessed under section 
28 of the Incomc-tax Act, 1961 
(No. 43 of 1961) . 


L . C . GARG 

Under Secretary 
for Chairman , C . W . & P Commission 


( vil) All salary carier within the 

Motihari Sub -division of the 
revenue district of Champaran , 
no portion of his incomo falls 
to be assessed us 28 of the 
AT Act, 1961 (No , 43 of 
1961). 


I. T. O ., Ward - B , 

Motihari. 


OFFICE OF THE COMMISSIONER OF INCOME- TAX 

Patna , the 13th June 1969 

CORRIGENDUM 
No. Adm . I. T .XIII - 4 / 58 - 59 / 11621 -728 . - In sub -para 3 
of the jurisdiction of the Income-tax Omcer , Ward - A , 
Monghyr issued as per this office Memo of even No. 
7875 - 7985 dated 30th May , 1969 the words " who have 
not hither to been assessed " should be added and this 
sub -para should read as under : - . 
( iii) All persons or classes of persons residing in 

and / or having their principal place of business , 
profession or vocation or having incomes from 
other sources within Sadar & Jamui Sub - Divi 
sions of the Revenue district of Monghyr who 
have not hither to been assessed . 


(i) All persons of classes of persons 

residing in and / or having their 
principal place of business, pro 
fession , vocation or having in 
come from other sources within 
the Betiah Sub - division of the 
revenuc district of Clamparan 
cxcluding those assigned to In 
come- tax Oflicer, Ward - A , 
Motihari. 


( 11 ) All salary carner within the 

Betiah Sub - division within the 
revenue district of Champaгaп, 
no portion of whose incomo 
falls to be assCosed u / s 28 of 
the I. T . Act, 1961 (No. 43 of 
1961). 


The 18th June 1969 


No. Ad, I. T . XIII- 11/58 - 59 , - In supersession of all the existing 
orders on the subject relating to the Income-tax Circlo, Motihari 
and in exercise of powers conferred by Sub - scction ( 1 ) of section 
124 of the Income-tax Act, 1961 (No. 43 of 1961) the commis 
sioner of Income- tax , Bihar, Patna hereby directs that with 
effect from 1 - 7 -69 tho Income-tax Officers inentioned in column I 
of the Schodule below shall perform the functions in respect 
of the areas , persons, classes of persons, Income, classes of in 
come, cases of classes of cases, mentioned in corresponding 
entry in column II of the schedule . 


Provided that the abovc Income-tax Officer will also hold 
jurisdiction over such cases as on or may therefore be assigned 
to thcm us 127 of the I. T , Act, 1961 (No, 43 of 1961) and or 
u /s 5 (7A ) of tho I. T . Act, 1922 and they will hold jurisdiction 
over such cases as fall within the jurisdiction of the I. T . O .S . 


1 . Special Estate Duty -cum - Incometax, Circle , Patna . 
2 . Special Circle, Patna, 
3. Salary Circle, Patna, 


SCHEDULE 


– 


– – 


– 


Designation of the 

I. T . O . 


Jurisdiction 


And also over such cases as on or may hereafter be speci 
fically assigned to any Income-tax Officer u /s 127 of the Income 
tax Act, 1961 (No. 43 of 1961) or under Scction 5 (7A ) of the 
J. T . Act, 1922 (XI of 1922 ) respectively , 


1 


2 


Incomnc- tax Officer , 

Ward - A , Motihari, 


(1) All limited companies with their 

head offices within the revenue 

district of Champaran , 
(II) Al Diroctors and Managing 

Agents of the companies referred 
to at itom (1) above. 


No. Adm . I. T . XIII- 10 /58 - 59 , - In supersession of all the 
existing orders on the subject relating to the Income- tax Circle , 
Chapra and in exercise of powers conferred by sub -section (1 ) 
of soction 124 of the Incomo-tax Act, 1961 (No, 43 of 
1961 ) the Commissioner of Income-tax , Bihar, Patoa hercby 
directs that with effect from . . . . . . . . the locome-tax Offices, 
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mentioned in column ( of the Schedule below shall perform 
the functions in respect of the areas, Classes of persons, inconic 
classes of income, cascs or classes or cases mentioned in cor 
responding cntry in colunn II of the Schedule . 


Bangalore, the 23th April 1969 

ORDER 
E .No . 361 ( P ) /68- CIT. - The following persons have becn 
appointed as Income-tax Officers , Clasy II with effect from 
the dates shown against their names and attached to the Office 
of the Commissioner of Income-lax , Mysore , Bangalore, for 
training, 


SCHEDULE 


Designation of thc I. T . O ., 

Ward - A , Chapra , 


L : L 


Namo 


SI. 
No. 


Date from which ap 
pointed as I. T . O ., 

Class II 

- - - 


- 


- 


- 


- 


Sarvashri 
1. M . V . Javali 
2 . B . Aswathama 
3 . A , A . B . Janadar 
4 . K . Moideen 
5 . N , Seetharaman 
6 . M , D . Rajan 
7 . B , V , A . Rao 
8 . T . K , K . Iyengar 
9 . S , M . Shenvi 
10 . R . Sreekantan Nair 


1-2 - 1969 (F .N .) 
5 -2 - 1959 ( A . N .) 
26 -2- 1969 (F . N .) 
20 - 2 - 1969 ( F . N .) 
26 -2 - 1969 (F . N .) 
19 -2 -1969 (F . N .) 

1 - 3- 1969 ( A . N .) 
14 -2 -1969 (F .N .) 
14 -2 -1969 (F .N .) 
10- 2- 1969 (F .N .) 


(1) All limited companies with their 

FIcad offices within the revcnuc 

district of Saran . 
(il) All Directors and Managing 

Agents of the Companies refer 

red to at item ( 1) above . 
( III) All persons or classes of persons 

within the revenue district of 
Saran who are assessable to 
Wcalth -tax under the Wealth 

tax Act, 1957 (27 of 1957). 
(iv ) All persons residing in or having 

thçir principal place of business 
profession , vocation or having 
income from other sources with 
in the Sadar Sub -Division 
(Chapra ) of the revenue district 

of Saran . 
(v ) All persons who are partners 

in the firms falling under items 

(IV ) above . 
(vl) All persons deriving income 

from salary , who are under the 
Audit Control of A . G ., Bihar 
und whose offices are located 
within the revenue district of 
Saran , no portion of whose 
incomc falls to be assessed u /s 
28 of Income-tax Act, 1961, 

(No, 43 of 1961) . 
(vii) All Salary carriers within the 

Sadar Sub -division (Chapra ) of 
the Revenue District of Saran, 
no portion of whose incomo 
falls to be assessed us 28 of 
the Income- tax Act, 1961 (No . 

43 of 1961). 
(i) All persons or classses of per 

Sons residing in and /or having 
their principal place of business, 
Profession or vocation or having 
income from otber solirces with 
in the Siwan and Gopalganj 
Sub -divisions of thc revenue 
district of Saran excluding thoso 
assigned to Income-lax Officer, 
Ward - A , Chapra , 


2 . The appointments are subject to the terms and condi 
tions communicated in this office letter No , E . 361 ( P )/68 -CIT , 
dated 22nd January 1969. 


Bangalore , the 4th July 1969 

ORDER 
SUB : Establishment - Gazetted Income - tax Omcers 

(Class II ) — Confirmation in the cadre of - Re 

garding . 
No. E 350 ( 1 ) /69 -CIT . — Shri V . Balasubramanian , Om 
ciating Income- tax Omcer ( Class II) is confirmed as 
Income- tax Officer , Class II with effcct from 10 - 12 - 1968 
vice Shri S . Nagasubramanian , Income- tax Ouncer who 
retired from service , 


Designation of the 1. T . O ., 

B -Ward , Chapra . 


The date of confirmation ordered above is subject to 
modification at a later date iſ found necessary . 

O . V . KURUVILLA 
Commissioner of Income - tax 

Mysore , Bangalore 


COLLECTORATE OF CUSTOM AND CENTRAL 

EXCISE 


The 4th July 1969 


(il) All salary earners within the 

Siwan and Gopalganj Sub 
division of the revenue district 
of Saran no portion of whose 
incomc calls to be assessed us 
28 to the I. T . Act, 1961 (No. 43 

of 1961) . 
Provided that the above Income-tax Officers will also hold 
jurişdiction over such cases as on or may hereafter be assigned 
10 them u /s 127 of the Income-tax Act, 1961 (No. 43 of 1961) 
and / or us 5 (7A ) of the Income- tax Act, 1922 and they will hold 
jurisdiction over such cases as fall within the jurisdiction of 
the Incoine - tax Officers. 

1 . Special Estate Duty -cuina-Income-tax Circle Patna, 
2 , Special Circle , Patna . 
3 . Salary Circle , Patna . 

And also over such cases as on or may hercafter be specie 
fically assigned to any Income-tax Officer u /s 127 of tho Income 
tax Act, 1961 (No. 43 of 1961) or under section 5 (7A ) of the 
Incomc-tax Act , 1922 (XI of 1922 ) respectively . 
V . S . NARAYANAN , Commissioner of Income- tax, 

Bihar, Patna 


C . No. II ( 3 ) 5 -ET / 69 / Pt.1/ 17073 . — Shri P . K . Chatter 
jee , Inspector ( $ .G .) on his appointment as Superin 
tendent, C . E . Class II assumed charge on 20 - 6 - 1969 
( F . N .) as Supdt. C . E . Class II under Calcutta V Diyi 
sion , Calcutta. 

2. Shri Anath Saran Dasgupta, Inspectors ( S .G .) on 
his appointment as Superintendent, C . E . Class II 
assumed charge on 20 - 6 - 1969 ( F . N . ) as Supdt . C . E . II 
under Calcutta III Diyn ., Calcutta . 

N . MOOKHERJEE 

Collector 
of Central Excise, Calcutta & Orrissa 

Calcutta 


Shillong, the 1st July 1969 
No. 3 /69, - Shri Kanai Lal Deb Barman , Inspector 
( S .G .) , Customs & Central Excise of this Collectorate 
has been appointed to officiate as Superintendent, 
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Customs & Central Excise Class - II with effect from 
5 - 6 - 1969 ( F . N .) vice Shri S . R . Naha, Superintendent, 
Central Excise Class - II gonc on deputation to the Indian 
Oil Corporation , Gauhati. He took over charge of 
Inspection and Range Group at Agartala of Agarlala 
II Circle on 5 - 6 - 1969 ( F . N . ) . 


New Delhi, the 9th July 1968 
No. 5 / 69. — Shri B . H . Gupta, Inspecting Officer took 
charge of the post of Assistant Chief Accounts Officer , 
Directorate of Inspection , Customs and Central Excisc , 
New Delhi in addition to his own duties with effect 
from 21- 6 - 1969 ( A . N .) vice Shri R . H . Chaturvedi pro 
ceeded on Earned Leave. 

D . N , KOHLI 
Director of Inspection 
Customs & Central Excise 


No. 4 / 69. - Shri Prabir Chandra Bhattacharjee, 
Inspector ( S .G . ) , Customs & Central Excise of this 
Collectorate has been appointed to officiate as Super 
intendent, Customs & Central Excisc Class - II with 
effcct from 13 - 6 - 1969 ( F . N .) vice Shri S . K . Paul, 
Superintendent, Customs & Central Excise Class - II of 
this Collectorate retired . He took over charge of Tura 
P . P . of Dhubri Circle on 13 - 6 - 1969 ( F . N .) . 


Kanpur, the 19th June 1969 


No. 5 / 69. - Shri Sudhangsu Kumar Dutta , Inspector 
( S .G .) , Customs & Central Excise of this Collectorate 
has been appointed to officiate as Superintendent, 
Customs & Central Excise Class - II with effect from 
9 - 6 - 1969 ( F .N .) against 3 LR, posts of Superinten 
dent, Customs & Central Excise Class - II sanctioned by 
the Ministry vide F , No. 3 / 39 / 87 - Adm . IV dated 
17- 3 - 1969 for this Collectorate . He took over charge 
of Tinsukia Range Group of Digboi Circle on 9 - 6 - 1969 
( F .N .) . 


No, 59 / 69. - Shri Babu Lal, confirmed Deputy Supdt . 
( E ) of Central Excise posted at Hdqrs. Office, Kanpur 
has been appointed to officiate as Superintendent, 
Central Excise , Class II in the scale of Rs. 350 - 25 -500 
30 -590 -EB - 30 - 800 - EB -30 - 830 - 35 - 900 until further orders. 
He took over charge as Superintendent, Central Excise, 
Class II , Kanpur Inspection Unit No. 3 on the forengon 
of 29 - 5 - 1989 from Shri B . H . Zaidi, Offg . Superintend 
ent, Central Excise, Class II and relieved him of the 
charge , 

No. 62 /69, - Shri S . G . Bhatnagar , confirmed Deputy 
Superintendent ( E ) of Central Excise , posted at Raja 
ka - Rampur M . O . R . has been appointed to officiate as 
Superintendent, Central Excise, Class II in the scale 
of Rs. 350 - 25 - 500 - 30 - 590 - EB - 30 -800 -EB - 30 - 830 - 35 - 900 
until further orders . He assumed charge as Superin 
tendent, Central Excise Class II , Agra , M . O . R . on the 
forcnoon of 4 - 6 - 1969 . 


No. 6 / 69 , - Shri Paresh Chandra Chakrabarty , Inspec 
tor ( S .G .) , Customs & Central Excise of this Collecto 
rate has been appointed as Superintendent, Customs & 
Central Excise Class - II with effect from 9 - 6 - 1969 
( F . N .) against the 3 L , R . posts of Superin 
tendent, Customs & Central Excise Class - II sanctioned 
by the Ministry vide F . No. 3 / 39 / 67 -Adm .IV dated 
17 - 3 - 1969 for this Collectorate . He took over charge 
of Naharkatia Inspection Group of Dibrugarh Integrat 
ed Division on 9 - 6 - 1969 ( F . N . ) . 


No. 7 / 69. - Shri Narendra Nath Barua, Inspector 
( S . G . ) , Customs & Central Excise of this Collectorate 
has been appointed as Superintendent, Customs & 
Central Excise Class - II with effect from 9 - 6 - 1969 
( F . N .) against the 3 L . R . posts of Superintendent, 
Customs & Central Excise Class - II sanctioned by the 
Ministry vide F . No. 3 / 39 / 67 -Adm . IV dated 17- 3 - 1969 
for this Collectorate . He took over charge of Sibsagar 
Range Group of Jorhat Integrated Division on 9 - 6 - 1969 
( F . N .) . 


No . 60 /69. - Shri Girish Kumar Sinha, Senior Grade 
Inspector of Central Excise , posted in Integrated Divi 
sion , Lucknow has been appointed to officiate as Super 
intendent, Central Excise , Class II in the scale of Rs. 
350 - 25 -500 - 30 -590 - EB - 30 - 800 -EB - 30 - 830 - 35 - 900 until 
further orders. He took over charge of Kanpur M . O . R . 
VII, on the afternoon of 31- 5 - 1969 from Shri A . H . 
Khan , Offg . Superintendent, Central Excise , Class II 
and relieved him of the charge on his transfer , 

V . PARTHASARATHY 

Collector 


Bangalore, the 5th July 1969 


No. 8 /69 . - The following permanent Inspectors of Central 
Excise ( Senior Grade ) arc promoted to officiate as Superinten 
" dents of Central Excise , Class II, in the scale of pay of Rs. 
| 330 - 25- 500 - 30 - 590 -EB - 30 -800 -ER - 30-830 - 35 - 900 with effect from 
the dates shown against their nanies until further orders and 
posted to the places as indicated below : - - 


SI. 


Name 


No . 


Date of appointment 
as Supdt. Class II 
and place in which 

working 


No . 8 / 69 ,- - Shri Nila Kanta Barua, Inspector ( S .G .) , 
Customs & Central Excise of this Collectorate has been 
appointed as Superintendent, Customs & Central Ex 
cise Class - II with effect from 4 - 6 - 1969 ( F . N . ) against 
the 4 ( four ) posts of Superintendent, Customs & Central 
Excise Class- II sanctioned for this Collectorate for 
Self Removal Procedure Scheme vide Ministry s letter 
F . No . 3 / 8 /68 - Ad. IV (ATC ) dated 28 - 3 - 1969. He took 
over charge of Gauhati Inspection Group of Gauhati 
Integrated Division on 4 - 6 - 1969 ( F . N .) . 

No, 9 / 69. - Shri Durgesh Ranjan Deb Choudhuri, 
Inspector ( S . G . ) , Customs & Central Excise of this 
Collectorate has been appointed to officiate as Super 
intendent, Customs & Central Excise Class - II with 
effect from 12 - 6 - 1969 ( F . N . ) against the 4 ( four ) posts 
of Superintendent, Customs & Central Excise Class - II 
sanctioned for this Collectorate for Self Removal Pro 
cedure Scheme vide Ministery s letter F . No. 3 / 8 / 88 
Ad .IV (ATC ) dated 28 - 3 - 1969. He took over charge of 
Karimganj Range Group of Karimganj Circle on 
12- 6 - 1969 ( F . N .) . 

No, 10 / 69 . - Shri Naresh Chandra Nandy Mazumdar , 
Inspector ( S . G .) , Customs & Central Excise of this 
Collectorate has been appointed to officiate as Super 
intendent, Customs & Central Excise Class - II with 
effect from 4 - 6 - 1969 (FN .) against the 4 ( four ) posts 
of Şuperintendent, Customs & Central Excise Class - II 
sanctioned for this Collectorate for Self Removal Pro 
cedure Scheme vide Ministry s letter F . No. 3 / 8 / 08 
AdIV ( ATC ) dated 28 - 3 - 1969. He took over charge 
of Karimganj Circle on 4 - 8 - 1969 ( F . N .) . 

A . K . BANDYOPADHYAY 

Collector 
Customs & Central Excise, Shillong 


1 2 

S /Shri 
1 . P . C . Angadi 


2 . G , V . Nargundkar 


3. K . P . Pikle 


4 . R , H . Neglur 


13 -6 -69 F . N . 

Supdt. M . O . R . Bidar 
17 -6 -69 F . N . 
Sudt. M . O . R . Bettadapura 
23 - 6 -69 F . N . 
Supdt, M .OR, Ravandur 
12 -6 -69 F . N . 
Supdt, M . O . R . Galatga 
10 -6 -69 FN . 
Supdt. M . O . R . Khadaklat 

9 - 6 -69 F . N . 
Supdt. M . O . R , Belgaum 
16 -6 -69 FN . 
Supdt, M . O . R . I Nipani Town 


5 . S. P . Yellappa Gowder 


6 . C . K . Kalia ) 


7. B . M . Kuttappa 
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4S 


8. K . A . Jadhav 


9 . S. A . Madavi 


2 -6 -69 F . N . 
Supt. M . O . R . Sadalga 

2 - 6 - 69 F . N . 
Supdt, M . O . R . Gadag 
14 - 6 -69 AN , 
Supdt. M . O .R . Yadgiri 
- . - - . - . - - - - - - - - - - 


10 . R . S. Likus 


. .. - -. 


. .. 


- 


In the matter of the Companies Act, 1956 , and of 

Bharat Trades ( Cochin ) Private Limited 

Cochin - 11, the 30th June 1969 
No. 164 / TC / 6 / 8138 / 69 . — Notice is hereby given pur 
suant to sub - section ( 3 ) of Section 560 of the Com 
panies Act, 1956 , that at the expiration of three months 
from the date hereof the name of the Bharat Trades 
( Cochin ) Private Limited , unless cause is shown to the 
contrary , will be struck off the Register and the said 
company will be dissolved . 

A . G . SIRSI 
Registrar of Companies . 

Kerala 


M . C . DASS , Collector . 


- 


- 


(CUSTOMS) 
Cochin - 3, the 24th June 1969 
No. G / 69 . - Shri G . Raghuraman , Ofg. S . G . Examiner, 
Custom House , Cochin - 3 has been appointed to offi 
ciate as appraiscr in Cochin Custom Houscw . e . f. 
28 - 4 - 1969 ( F . N . ) and until further orders . 


B , SANKARAN 
for Collector of Customs & Central Excise 


112 the matter of the Companies Act , 1956 , and of 
M / s. J & K Engineering Works Private Limited 

Srinagar , the 4th July 1969 
No, PC / 260 / 1050 . — Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companies 
Act, 1956 , that at the expiration of three months from 
the date hereof the name of the M / s . J & K Engineer 
ing Works Private Limited , unless cause is shown to 
the contrary, will be struck off the Register and the 
said company will be dissolved . 


CENTRAL RAILWAY 
General Manager s Once 


Bombay , the 2nd July 1969 
No. HPB /GAZ / 16 / AC . - The following Officers of the 
Accounts Department are confirmed as Assistant 
Accounts Oficers (Class II) from the date shown 
against each : 
Sr. No. Name and Date of confirmation in Class II 

Service 
1. Shri S . S . Chary — 11-11- 1966 . 
2 . Shri T . A . Krishnan — 15 - 7 - 1968. 
3 , Shri T . Viswanathan - 14 - 12 - 1969 . 
4. Shri M . R . Vardachari — 2 - 4 - 1969 . 

B . S . D . BALIGA 
General Manager 


In the matter of the Companies Act, 1956 , and of 
M / s. Jammu Citizen Finance Private Limited 

Srinagar, the 4th July 1969 
No. PC /289 / 1054 . – Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companies 
Act, 1956 , that at the expiration of three months from 
the date hercof the name of the M / s . Jammu Citizen 
Finance Private Limited , unless cause is shown to the 
contrary , will be struck off the Register and the said 
company will be dissolved . 


In the matter of the Companies Act, 1956 , and of 

M / s, Pataudi Industries Limited 

Srinagar , the 4th July 1969 
No. PC / 87 / 1057.- - Notice is hereby given pursuant 
to sub -section ( 3 ) of Section 560 of the Companies 
Act, 1956 , that at the expiration of threc months from 
the date hereot the name of the M / s , Pataudi Industries 
Limited , unless cause is shown to the contrary, will 
be struck off the Register and the said company will 
be dissolved . 


OFFICE OF THE REGISTRAR OF COMPANIES 
In the matter of the Companies Act, 1956 , and of 

Builders & Traders Private Limited 

Delhi, the 30th June 1969 
No. 1124 / 4469, - -Notice is hereby given pursuant to 
sub - section ( 5 ) of Section 560 of the Companies Act, 
1956 , that the name of Builders & Traders Private 
Limited has this day been struck off the Register and 
the said company is dissolved . 

R . P . KHANDPUR 
Asstt . Registrar of Companies, 

Delhi 


In the matter of the Companies Act, 1956, and of 

M / s, Jagdish ( India ) Private Limited 

Srinagar , the 4th July 1969 
No. PC / 195 / 1060 , — Notice is hereby given pursuant 
to sub -section ( 3 ) of Section 560 of the Companies 
Act , 1956 , that at the expiration of three months from 
the date hereof the name of the M / s . Jagdish ( India ) 
Private Limited, unless cause is shown to the contrary, 
will be struck off the Register and the said company 
will be dissolved . 


In the matter of the Companies Act, 1956 , and of 
M / s. Kashmir Art Press and Publishing Company 

Private Limited 


NOTICE 
In the matter of Dholpur Glass Works Limited , Dholpur . 
Notice under section 445 ( 2 ) of the Companies Act , 1956 . 

Jaipur, the 30th June 1969 
No. 300 / LC . - Notice is hereby given pursuant to 
section 445 ( 2 ) of the Companies Act, 1956 that Dholpur 
Glass Works Limited , Dholpur has been ordered to 
be wound up by the Hon ble High Court of Judica 
ture for Rajasthan at Jodhpur vide orders dated 1st 
May, 1969 in Company Petitions No. 12 of 1967, 3 of 
1968 and 12 of 1968 and that the official liquidator 
attached to the said High Court has been appointed as 
Official Liquidator of the aforcsaid Company. 

P , S . MATHUR 
Registrar of Companies , 

Rajasthan , Jaipur 


Srinagar, the 4th July 1969 
No. PC / 196 / 1063 . — Notice is hereby given pursuant 
to sub -section ( 3 ) of Section 560 of the Companies 
Act, 1956 , that at the expiration of three months from 
the date hereof the name of the M / s . Kashmir Art 
Press and Publishing Company Private Limited , unless 
cause is shown to the contrary , will be struck off the 
Register and the said company will be dissolved . 
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1956 , that at the expiration of three months from the 
date hereof the name of Kannan Manufacturing Com 
pany Private limited , unless cause is shown to the con 
trary , will be struck off the register and the said com 
pany will be dissolved . 


In the matter of the Companies Act, 1956 , and of 

M / s. Japps Private Limited 

Srinagar , the 4th July 1969 
No. PC / 228 / 1066 . - -Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companies 
Act , 1956 , that at the expiration of three months from 
the date hereof the name of the M / s, Japps Private 
Limited , unless cause is shown to the contrary , will 
be struck off the Register and the said company will 
be dissolved . 


In the matter of the Companies Act, 1956 , and of 
M / s. Amco Cold Storage and Fruit Company Private 

Limited 
Srinagar , the 4th July 1969 
No. PC / 271/ 1069 . — Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companies 
Act , 1956 , that at the expiration of three months from 
the date hereof the name of the M / s. Amco Cold Stor 
ages and Fruit Company Private Limited , unless cause 
is shown to the contrary, will be struck off the Regis 
ter and the said company will be dissolved . 


In the matter of the Companies Act, 1956 , and of 
The Electrical Enterprise Private Limited 

Madras, the 5th July 1969 
No. DN ./ 655 / 69. — Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companics 
Act , 1956, that at the expiration of three months from 
the date hereof the name of The Electrical Enterprise 
Private Limited , unless cause is shown to the contrary , 
will be struck off the register and the said company 
will be dissolved . 

P . ANNAPURNA 
Assistant Registrar of Companies 


In the matter of the Companies Act, 1956 , and of 
M / s. Kashmir Traders Corporation Private Limited 

Srinagar , the 4th July 1969 
No. PC / 253 / 1072 .- Notice is hereby given pursuant 
to sub -section ( 3 ) of Section 560 of the Companies 
Act, 1956 , that at the expiration of three months from 
the date hereof the name of the M / s. Kashmir Traders 
Corporation Private Limited , unless cause is shown to 
the contrary , will be struck off the Register and the 
said company will be dissolved . 

HARKARAN SINGH 
Registrar of Companies, 

J . & K 


In the matter of the Companies Act, 1956 , and of 

Sehinbey Iron Works Private Limited 

Jullundur -3 , the 5th July 1969 
No. STAT /560 / 1785 /69- 7994 _ Notice is hereby given 
pursuant to sub - section ( 3 ) of Section 560 of the 
Companies Act, 1956, that at the expiration of threc 
months from thc datc hercof the name of the Sehmbey 
Iron Works Private Limited , unless causc is shown to 
the contrary , will be struck off the Register and the 
said company will be dissolved , 

Sd. ILLEGIBLE 
Registrar of Companies, 
Punjab , H . P . & Chandigarh 


In the matter of the Companies Act, 1956 , and of 
A . M . H . Enterprises ( Calcutta ) Private Limited 

Calcutta , the 7th July 1969 
No. 25414 / 560 ( 5 ) . - Notice is hereby given pursuant 
to sub - section ( 5 ) of Section 560 of the Companies 
Act , 1956 , that the name of A . M . H . Enterprises 
( Calcutta ) Priyate Limited has this day been struck 
off the Register and the said company is dissolved . 


In the matter of the Companies Act, 1956 , and of 

Bhavani Picture Corporation Limited 

Madras -6, the 4th July 1969 
No. DN . / 251 / 69 . - Notice is hereby given pursuant to 
sub - sectoin ( 5 ) of Section 560 of the Companies Act, 
1956 that the name of Bhavani Picture Corporation 
Limited has this day been struck off the register and 
the said company is dissolved . 

P . ANNAPURNA 
Assistant Registrar of Comanies, 

Madras 


In the matter of the Companies Act , 1956 , and of 

Assum Fruit Products Limited 

Calcutta , the 7th July 1969 
No. 24820 / 560 ( 3 ) . — Notice is hereby given pursuant 
to sub -section ( 3 ) of Section 560 of the Companies Act , 
1956 , that at the expiration of three months from the 
date hereof the name of the Assam Fruit Products 
Limited , unless causc is shown to the contrary , will 
be struck off the Register and the said company will 
be dissolved . 


In the matter of the Companies Act, 1956 , and of 
The Tanuku Dayalbagh Stores Private Limited 

Hyderabad - 1, the 4th July 1969 
No. 129 / T .- - Notice is hereby given pursuant to sub 
section ( 3 ) of Section 560 of the Companies Act 1956 , 
that at the cxpiration of three months from the date 
hercof the name of the The Tanuku Dayalbagh Stores 
Private Limited , unless cause is shown to the contrary , 
will be struck off the Register and the said Company 
will be dissolved . 

P . RANGA RAO 
Registrar of Companies, 

Andhra Pradesh 


In the matter of the Companies Act, 1956 , and of 
Sonaraya Chitra Mandir Private Limited 

Calcutta , the 7th July 1969 
No. 25946 / 560 (5 ) . Notice is hereby given pursuant 
to sub - section ( 5 ) of Section 560 of the Companies 
Act, 1956 , that the name of Sonaraya Chitra Mandir 
Private Limited has this day been struck off the 
Register and the said company is dissolved . 


In the matter of the Companies Act, 1956, and of 
Kannan Manufacturing Company Private Limited 

Madras-6 , the 4th July 1969 
No. DN ./ 1334 / 69 . - Notice is hereby given pursuant 
to sub - section ( 3 ) of Section 560 of the Companies Act, 


In the matter of the Companies Act, 1950 , and of 

Dalmiy Colliery Private Limited 

Calcutta , the 7th July 1969 
No. 253577560 ( 3 ) . - - Notice is hereby giyen pursuant 
to sub - section ( 3 ) of Section 560 of the Companies 
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विभाग की द्वितीय श्रेणी सेवा में 1- 1- 66 से अनन्तिम 
रूप से स्थायी किया जाता है : - - 


क्रमांक 


नाम 


तैनाती स्थान 


क्रमांक 


नाम 


तैनाती स्थान 


40. डा० बी० के० दास 
41. डा० एस० के० राय . 
42. डा० सी० आर० मण्डल 

डा० सुकुमार दत्त 
डा० एस० के० मुखर्जी . 
डा० ए० के० घोष 
डा० पी० एम० कर . 
डा० श्रीमती एस० मजुमदार 
डा० आर० सी० भट्टाचार्जी 
डा० एन० के० सेन . 

डा० श्रीमती एस० गुहाराय 
51. डा० सी० के० दत्त 
52. डा० डी० के० पाल . 


कतरासगढ़ 
दानापुर 
जमालपुर 
जमालपुर 
दानापुर 
डेहरी आनसोन 
आसानसोल 
सियालदह 
सियालदह 
लिलुया 
लिलुया 

धनबाद 
. सियालदह 


जी० पी० वारियर, महाप्रबन्धक 


RANDOORANSES 


1 . डा० जी० के सरकार 
2. डा० बी० बनर्जी 
3. डा० डी० एल० पकड़ाशी 
4. डा० पी० के० दत्त गुप्त . 
5 . डा० जी० पी० श्रीवास्तव 
6. डा० डी० एल० राय . 
7. डा० एस० एस० नाथ . 
8. डा० एस० सी० भट्टाचार्जी 
9. डा० एस० सी० सील . 
10. डा० ए० के० सेन गुप्त . 
11. डा० बी० के० दास 
12. डा० ए० के० घोष 
13. डा० एच० एस० नाथ 
14. डा० डी० पी० राय 
15. डा० ए० एन० चटर्जी 
16 . डा० एस० के० बसु राय 
17. डा० आर० सी० पोद्दार . 
18. डा० ए० बी० चौधरी . 
19. डा० एस० के० बोस चौधरी 
20. डा० एस० के० मण्डल . 
21. डा० ए० के० सिन्हा 
22. डा० एन० दे . 
23. डा० एस० के० विश्वास 
24. डा० एस० भट्टाचार्जी 
25. डा० एच० डी० मुखर्जी . 
26. डा० बी० सी० साहा 
27. डा० पी० के० दास 
28. डा० टी० के० दे 
29. डा० ए० के० दे 
30. डा० एन० पी० दास 
31. डा० के० के० मित्रा 
32. डा० ए० आर० दास . 
33. डा० एच० के० घोषाल 
34. डा० एन ० मुखर्जी . 
35. डा० कुमारी एस० कुण्डु . 
36. डा० ए० के० चटर्जी 
37. डा० एन० के० दे 
38. डा० ए० दास गुप्त . 
39. डा० ए० एन० दत्त 


कांचरापाड़ा 
फेयरलीप्लेस 
लिलुया 
वर्द्धमान 
सियालदह 
धनबाद 
नैहाटी 
. मोकामाघाट 
कोयलाघाट 
कलकत्ता 
फेयरलीप्लेस 
झाझा 
दानापुर 
मुगलसराय 
धनबाद 
पटना जं० 
मुगलसराय 
हावड़ा 
हावड़ा 
मुगलसराय 
बरकाकाना 
गोमो 
अंडाल 
आसानसोल 
सोननगर 
सियालदह 
सियालदह 
सियालदह 
सियालदह 
मोकामा 
आसानसोल 
धनबाद 
सियालदह 
धनबाद 
सियालदह 
आसानसोल 
लिलुया 
सियालदह 
आस नसोल 


उत्तर रेलवे 
नई दिल्ली, दिनांक 13 जून 1969 
सं० 729 ई०/ 638 ( ई० ए० ) - - उत्तर रेलवे के मुख्य 
प्रचार निरीक्षक श्री अश्वनीकुमार को इस रेलवे पर दर्जा- 2 
में सहायक - जन - सम्पर्क अधिकारी के रूप में 28- 3- 1969 से 
6 - 5- 1969 तक स्थानापन्न रूप से नियुक्त किया गया । 

महेन्द्र नाथ बेरी, महाप्रबन्धक 


ATT 


- 


- 


रेल मन्त्रालय 
अनुसन्धान अभिकल्प और मानक संगठन 

लखनऊ- 5, दिनांक - जून 1969 
सं० ए०-ई० पी०- 987--- श्री आर० एन० राय मेंहदीरत्ता , 
स्थानापन्न अनुभागीय अधिकारी सिगनल और दूर - संचार निदेशालय , 
अनुसंधान अभिकल्प और मानक संगठन को उसी संगठन में दिनांक 
3- 6 - 1969 अपराह्न से प्रवर अभिकल्प सहायक, सिगनल दूर - संचार 
के रूप में प्रत्यार्तित किया गया । 


. एम० श्रीनिवासन् , महानिदेशक 


संघ लोक सेवा आयोग 
भारतीय प्रशासन सेवा आदि ( निर्मक्त आपातकालीन आयुक्त 
अल्पकालीन सेवा आयुक्त अधिकारी ) परीक्षा, 19691 

नई दिल्ली , दिनांक 12 जुलाई 1969 
सं० एफ० 17/ 3/ 68-ई० I (बी० ) -- भारत के राजपत्र 
दिनांक 19 अप्रैल , 1969 , में प्रकाशित भारतीय प्रशासन सेवा 
आदि (निर्मुक्त आपातकालीन आयुक्त अल्पकालीन सेवा आयुक्त 
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5. One Scientific Assistant (Physical) , National Test 
House, Ministry of Foreign Trade & Supply . Pay . - - 
Rs. 326 - 15 -475 - EB - 20 -575 . Age . — 30 years and below . 
Qualifications. - Essential. - M . Sc. degree in Applicu 
Physics or a degree in Electrical Engineering or M . Sc. 
degree in Physics with specialised knowledge of Ad 
vanced Electrical measurements or equivalent. 


Professor / Reader in Medicine in a Medical college / 
institution after the requisite post - graduate qualifica 
tions. ( iv ) Extensive practical and administrative ex 
perience in the field of medical relief /medical research / 
medical education or public health organisation , 

CORRIGENDUM 
One Medical Officer, Ministry of Health , Family 
Planning, Works, Housing and Urban Development . 
Specialists Grade of the Central Health Service Class I 
( Deputation Post ) . Reference item 21 of Commis 
sion s advertisement No. 20 published on 17 - 5 - 1969 . 
It is notified for general information that Post- graduate 
qualifications in Essential Qualification ( ii ) advertised 
for the post may be amended to read as follows — " M . D . 
with Public Health , D . Sc. ( Public Health ) . Dr. P . H ., 
M . P . H ., D . P . H ., D . T . M , & H ., L . P . H . , D . I. H . D . T . M . " , 
Other conditions remain unchanged . Closing date for 
receipt of applications extended to 11 - 8 - 1964 ( 25 - 8 -69 
for candidates residing abroad and in the Andaman , 
Nicobar, Laccadive, Minicoy and Amindivi Islands ) . 


6 . One Associate Bacteriologist in the Central Drugs 
Laboratory , Calcutta , Directorate General of Health 
Services. Pay . - Rs. 350 - 25 - 500 - 30 - 590 - EB - 30 - 800 . 
Age. - 35 years and below . Qualifications. - Essential, 
( 1 ) M .Sc. degrce in Bacteriology or Biochemistry or 
Microbiology of a recognised University or equival 
ont. ( ii ) About 2 years research experience in the 
field of Bacteriology or Microbiology with publications. 

7 . Four Engineer Officers ( Second Grade ) , Indian 
Navy , Ministry of Defence . Pay . - Rs. 350 - 25 - 500 - 30 
090 - EB - 30 - 800 - EB - 30 - 830 -35 - 900 Age . -- Preferably be 
low 40 years. Qualifications. - Essential. - Certificate 
of Competency issued by the Ministry of Transport as 
Second Class Engineers Steamships ( Foreign - going ) . 

8 . Two Assistant Provident Fund Commissioners 
(Grade I ) , Employees Provident Fund Organisation , 
Ministry of Labour , Employment & Rehabilitation , 
Pay .- - ks. 400 - 400 - 450 - 30 - 600 - 35 - 670 - EB - 35 - 950 . Age . 
40 years and below . Relaxable for Government ser 
vants and Employees of the Provident Fund Organisa 
tion . Qualifications. - Essential. - ( 1) Degree of a re 
cognised University or equivalent. ( ii) About 5 years 
experience in a responsible supervisory capacity in a 
Government or Semi- Government Organisation or in 
a bank or in a commercial firm of standing. OR (1 ) 
Degree of a recognised University or cquivalent. ( 11 ) 
About 5 years experience at the Bar. OR Membership 
of thc Institute of Chartered Accountants or equi 
valent. 


9 . One Lecturer in English , G . P . Women s College, 
Imphal, Government of Manipur, Pay. -- Rs. 350 - 30 -500 
EB - 30 - 680 - EB - 35 - 925 . Age. - 30 years and below . 
Qualifications. - - Essential. — ( i ) At least sccond Class 
Master s degree in English of a recognised University 
or equivalent. ( ii) About three years teaching ex 
perience , 


10 . One German Interpreter / Translator, Ministry of 
External Affairs, Pay . - Rs. 350 - 25 -500 - 30 - 590 -EB - 30 
830 . Age . - 35 years and below . Qualifications. 
Essential. - ( i ) Degree in German language of a recog 
nised University or cquivalent. ( ii ) Three years ex 
perience of teaching German or translation / interpreta 
tion work from German into English & vice versa . 
( iii ) Ability to speak fluently in German & English . 

11. One Assistant Technical Officer, Directorate 
General of Health Services , Ministry of Health , Family 
Planning , Works, Housing & Urban Development. 
Pay. - Rs. 325 - 15 - 475 - EB - 20 - 575 . Age. - 30 years and 
below . Qualifications, Essential. - (i ) Degree in 
Science with Bacteriology /Microbiology / Chemistryy 
Physics / Zoology / Botany as one of the subjects or 
Degree in Veterinary Science from a recognised Uni 
versity or cquivalent. ( ii ) About 2 years experience 
in rescarch in and / or manufacture of biologicals for 
human use in a Laboratory of standing or Government 
organisation , 

12. One Professor of Medicine , Ministry of Ilealil , 
Family Planning, Works, Housing and Urban Develop 
ment. Supertime Grade II of the Central Health 
Service , Class I. Pay . - Rs. 1300 - 60 - 1600 - 100 - 1800 . plus 
N . P . A . ( 50 % of pay subject to a maximum of Rs, 600 
p . m . Age. - 50 years and below . Qualifications. - 
Essential.-- ( i ) A recognised medical qualification 
included in the First or Second Schedule or Part II 
of the Third Schedule ( other than licentiate qualific : 
tions) to thc Indian Medical Council Act, 1956 . 
Holders of educational qualifications included in Part II 
of the Third Schedule should also fulfil the conditions 
stipulated in Section 13 ( 3 ) of the Indian Medical 
Council Act, 1956. ( ii ) Post- graduate degree qualifi 
cations i. e ., M . D ., M ., R . C . P ., F . R . C . P . or equivalent. ( iii ) 
12 years standing in the profession including at least 
6 years experience as Associate Professor / Assistant 


SELECTIONS FOR INDIAN NAVY 
UNDER REVISED SPECIAL ENTRY SCHEME FOR 

THE COURSE COMMENCING 

IN JANUARY 1970 . 
Selection of 40 Naval Cadets under the Revised 
Special Entry Scheme for the Course commencing at 
Naval Training Establishments in January , 1970 , W11 
be made from among those candidates who were re 
commended by the Commission for admission to the 
National Defence Academy on thc results of the 
National Defence Academy Examinations held prior 
to , and in , May 1967, but who could not be admitted 
Lo the National Defence Academy for want of yucan 
cies . Only those who are unmarried will be eligible 
lor consideration . They must also satisfy the follow 
ing conditions. AGE LIMITS : The candidate must 
have been born not earlier than 2nd January 1950 , and 
not later than Ist January , 1953. THESE AGE LIMITS 
CAN IN NO CASE BE RELAXED . QUALIFICA 
TIONS : The candidate must have passed one of the 
following cxaminations : ( A ) Intermediate or an 
equivalent examination of a recognised University / 
Board , with Mathematics , Physics and Chemistry as 
subjects ; or first year examination under the three 
year degree course of a recognised University with 
Mathematics , Physics and Chemistry as subjects ; or 
Pre - Engineering or equivalent examination of a recog 
nised University / Institution ; or first year examination 
under the five - year Engineering degree course of a 
l ecognised University / Institution ; OR ( B ) Interme 
diate or an equivalent examination of a recognised 
University /Board, or first year examination under the 
three - year degree course of a recognised University , 
provided that before joining the above course he had 
passed the Higher Secondary Examination of a recog 
nised Board Indian School Certificate Examina 
tion / Pre -University Examination of a recognised 
University , with Mathematics, Physics and 
Chemistry as subjects of the examination . In excep 
tional cases, the Commission may treat a candidate 
who has not any of the qualifications mentioned above, 
as educationally qualified , provided that he possesses 
qualifications, the standard of which in the opinion of 
the Commission justifies his being considered for the 
selection . 

NOTE : - Candidates will be required to undergo a 
fresh medical examination beforc being granted Com 
mission , and will be requircd to report for this pur 
pose at selected centres , 

2 . Candidates who desire to be considered for the 
above selection should apply to the Secretary , Union 
Public Service Commission , Dholpur House, New 
Delhi- 11 , immcdiately , giving the following particu 
lars : 

( i) Name and full postal address ; 
: ( i ) Month and year of the National Defence Aca 

demy Examination at which he qualified for 
admission to the National Defence Academy; 


Part 11I - SEC .1 ] 


THE GAZETTE OF INDIA , JULY 19 , 1969 (ASADHA 28 , 1891 ) 


701 


- 


- 


- 


- 


Closing date : Application ( on plain paper ) accom 
panied with necessary documents must reach the 
Secretary , Union Public Service Commission , Dholpur 
House , New Delhi- 11 , latest by 1st September , 1969 
( 15th September , 1969 for those residing abroad and 
in the Andaman & Nicobar and Laccadive, Minicoy and 
Amindivi Islands ) . 


( iii ) Roll Number in respect of ( il) above; 
( iv ) Particulars of all examinations passed , com 

mencing with Matriculation or cquivalent 
examination giving the subjects taken , year of 
passing, and name of the University Board ; 

Institution ; 
(v ) Certificate ( s ), in original (with copy / copies 

thereof ) , showing the examinations passed and 

subjects of study for thesc examination , 
Candidates already in Government Service ( includ 
ing those employed in Army, Navy or Air Force ) 
must submit their applications through the Heads of 
their Departments / Offices concerned or through their 
Commanding Officers , as the case may be. Applications 
from all other candidates whether in private employ 
ment or in Government owned industrial undertakings , 
etc , will be entertained direct, 


IMPORTANT : Applications / covers containing appli 
cations must be superscribed as follows : " SELEC 
TION FOR INDIAN NAVY UNDER REVISED SPE 
CIAL ENTRY SCHEME FOR COURSE COMMENCING 
IN JANUARY 1970 " 


RAJENDRA LAL 

Secretary 
Union Public Service Commission 
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